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Flammable Liquid 





> 


Fires 


SUR-LOK NEW RHOD/UM- 


PINS — PLATED TEMPLES 





SUPER SAFETY 
LENSES 


STURDY POLYFIT NEW WELDED 
BRIDGE HINGES 


Features... Featurey! 


CESCO Polyfit Safety Glasses 
have them all-- 


induding New Mahogany Frame, ! 


Go all the way in simplifying your inventory « Full selection of side shields—Wire Screen, 
problems with CESCO Polyfit...the modern Perforated Plastic, Flat Fold 


safety glasses that fit over 90% of your * New Temples— Rhodium plated for greater 
workers. Polyfit glasses are designed to con- resistance to corrosion. New welded hinges. 
form to the widest range of nose and facial Comfort cable or spatula ends.Cable temples 
contours. But besides being practical, they're available with complete vinyl coating 


smart looking in every detail. In fact, they * Two Eye Sizes—No.316(46x39mm), No.318 
rival the latest style personal glasses in (48x41mm) 


appearance. ¢ F-7 Shape 6.00C Super Safety Lenses—in 


clear or antiglare glass or plastic 
Get Polyfit glasses in the widest range of 


e Polyfit Bridge—extra thick forlongerservice. 
features... ' 
Contoured for perfect fit 


e Three colors—Flesh, Green, New Mahogany’ »* Sur-Lok Pins—hold temples securelyto frame 


— 
~ 


— New.. POLYFIT WITH WIRE 
=~ = 8 SCREEN SIDE SHIELDS 


Ideal for jobs involving high heat or humidity. 
Black oxidized screen...fine or coarse mesh... 
cuts light reflection, promotes better ventilation 


SEE your cesco distributor or write our Chicago office for prices 
and complete information about CESCO Polyfit Safety glasses 


» 
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New PAINT SPRAY 
RESPIRATOR 














one cartridge... 


one compact 
pre-filter... 


wonderful 
on the job! 


Now you can have positive protection 
against all paint sprays and vapors... lead- 
based, enamels and lacquers... with single- 
cartridge comfort. Approved by the U. S. 
Bureau of Mines, the new C-251 Paint 
Spray Respirator joins the Pulmosan 
interchangeable C-200 respirator series, 
with its many exclusive advantages: 


e Lightweight, compact, easy-to-wear 
single cartridge 


¢ Independently replaceable pre-filter 
and cartridge 


e Paint spray cartridge interchange- 
able with other C-200 filter units 


Yes, it’s economical and easy to add paint 
spray protection to any C-200 series respi- 
rator you now have. Or you can start your 
C-200 series now with the C-251 for paint 
sprays, and add interchangeable filter 
units for any and all hazards for which 
respirators are recommended. 


e Convenient re-usable plastic clip cap 
For complete information and prices, write: 


mien WW. W200 SAFETY EQUIPMENT CORP. 
Gexdind; 644 Paci 


Pacific St., Brooklyn 17, N. Y. » STerling $-0200 Mi 1007 Washington Ave., St. Louis, Mo. - CHestnut 1-9393 
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Fah- Marx 


Scott announces the Pak-Alarm, another “FIRST” in the safety equipment indus- 
try. This audible alarm, combined with Scott Air-Pak’s present visual pressure 
gauge, produces an AUDIO-VIDEO Alarm System that insures unprecedented 
safety in Scott protective breathing equipment! 

The Pak-Alarm is “cocked” when the cylinder valve is opened. Its loud, clear, 
minutes-long warning signal will “knock your ears off” and provides ample 
time for safe exit from hazardous atmospheres. 

Pak-Alarm is connected directly to, and is actuated by, the air supply itself. 
It is extremely accurate and consumes virtually no air during its ringing period. 

This “Dual Warning System” is good news for all Scott Air-Pak users. The 
optional Pak-Alarm can be easily attached to your present Air-Paks. 

Ask your Scott distributor for a demonstration. 


SCOTT AVIATION CORPORATION 
229 ERIE STREET © LANCASTER, N. Y. 


Export: Southern Oxygen Co., 3 West 57th Street, New York 19, N. Y. 
Canada: Safety Supply Co., Toronto — Branches in Principal Cities 
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Readers’ guide to 


DEBATE 
ON STANDARDS 


ABOUT FOOT 
& TOE INJURIES 


GENERAL SAFETY 


FIRE PROTECTION 


HOUSEKEEPING 


COMPENSATION LAW 


POSTER 


DEPARTMENTS 


Occupational Hazards 


for August 1961 


Do's and Don'ts 


REFERENCE FACT FILE 


Save this 12-page special color section for reference during 
the next few weeks. Use the Reader Service Card (pages 
67-68) to order the hiterature and samples you want. It’s a 
quick, easy way to build your library of information on in- 
dustrial safety, hygiene, housekeeping, security, and firefighting 
equipment and methods. 


Do Use Standards As Your Guide 
Miss Ann Stresau, 
out a case for conformity. 


Don’t Use Standards As Your Guide .. ; em ; 8 
Joe Banach, Ansul Chemical Co. safety director, says snappily, 
“Compensation offers a better index.” 


The High Cost of Foot Injuries ........ a ae Cee 
Foot and toe injuries cost your company a lot more than you and 
your management may realize. 


Warnings Are Not Enough—Use Safety Shoes To Cut Costs .... 
Safety shoes, as the engineering angle of foot protection, must supple- 
ment safety education. 


A Proper Fit——Don’t Settle for Less 
It’s easy to fit safety shoes properly—and it’s the only way you can 
get workers to wear them. 


Learning From Experience 
Part VI of our ‘ 
matter of accident investigation. 


Seven Ways To Prevent Flammable Liquid Fires 
A plant plan and photos help illustrate this major article on how to 
whip a common danger. 


Critical Points of 60 Commonly Used Flammable Liquids 
This full-page chart includes upper and lower explosive limits, 
points, extinguishing methods. 


Housekeeping Sets Safety’s Tone ...... 
Du Pont shows how even construction projects 
housekeeping—and improve safety records 


Right Off the Docket Ceee aes a8 
Our legal editor tells of recent court decisions in 
compensation cases. 


Compensation News ‘ 
We tell you of changes in compensation law, 
legislatures about proposals for change 


Sudden Injury 
When you have men working below construction crews, make sure 
they wear hard hats. 
Advertisers’ Index 66 Names in the News 
Golden Shoe Club 64 New Products 
Letters .... — 9 Safety Man’s Calendar 
Literature in August Ads .... 65 Turtle Club 





Published monthly and copyrighted 1961 by The Industrial Publishing Corpo- 
ration, Cleveland, Ohio. Volume 23, No. 8. Accepted as controlled circulation 
publication at East Stroudsburg, Pa. Return form 3579 to OccuPATIONAL 
Hazarps, 812 Huron Road, Cleveland 15, Ohio. 
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FLAMMABLE 


Dare you risk having your 
capital investment and profits 
go up in smoke? 


THE DANGER IS LESS WITH 


AmpPco SAFETY TOOLS 


Fire damage last year was well over a 
billion dollars! Records show that over 75% 
of all large-loss fires strike commercial and 
industrial establishments. 


What are you doing to protect your men, 
money, machines, and materials against fire 
and explosion? Most plant operators and 
safety engineers standardize on non-spark- 
ing Ampco Safety Tools in locations where, 
a hot spark could mean disaster, Ampco 
Safety Tools provide low-cost préfection — 
and are approved by Factory MutualSLab- 
oratories. Meet MIL specifications? 


Ampco has the world’s most complete line 
of safety tools — over 400 types and sizes. 


Catalog ST-10 telis which Ampco 
Safety Tools to choose for your “A. 
particular requirements. Write for 

free copy today. 


Many types of wrecking and 
pinch bars available. 


AMPCO METAL, INC. 
Dept. 348H, MILWAUKEE 1, WISCONSIN 

West Coast Division: Huntington Park, California 
Southwest Division: Garland (Dalias County), Texas 


in Canada: Safety Supply Co., Toronto, Ont. eine 
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You name the use. . . HY-TEST can fill it with the 
largest and most complete line of SAFEty BOOTS 
ever offered. Each style is designed to give the 
wearer the kind of protection, comfort and features 
he expects, including the exclusive Anchor Flange 
Steel Box Toe. Be prepared for the season ahead 
... order today...HY-TEST 

SAFETY SHOES, Division, 

International Shoe Co., 

} 1509 Washington Ave., 

St. Louis 66, Mo., 

2224 N. Tenth St., 

Philadelphia 33, Pa. 


. 
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H982 (above)—Sorrel tan Quilon 
9” boot; cushion insole; Neoprene 
Crepe wedge sole, heel. 

H294 (left)—Brown insulated 8” 
boot; cushion insole; Neoprene 
Nylon sole; Resist-Oil heel. 
H291—Brown 8” boot; oil-resist- 
ant reinforced double sole, heel. 
H681— Brown Syl-Mer 8” water- 
proof type molded construction 
boot; Resist-Oil Grit sole, heel. 
H682—Brown Quilon 8” molded 
construction boot; Resist-Oil Grit 
sole, heel. 

H950—Tan Quilon 8” boot; cush- 
ion insole; Chip-Chek Resist -Oil 
Grit sole, heel. 

H954 — Brown glove 8” boot; 
Neo-Cord heavy-duty sole, heel. 
H956 —Spark-resisting black re- 
tan 10” boot; Resist-Oil sole, 
vulcanized heel. 
H964—Cush’n-Guard instep pro- 
tector black rosite 8” boot; Re- 
sist-Oil sole, heel. 

H987—Black Hy-Climber 9” boot; 


ae GEE Yes fy miata 
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Neo-Cord sole, logger-type heel; 
long counter, wide steel shank. 
H989 — Brown glove 10” boot 
with elastic gore top; Chip-Chek 
Resist-Oil sole, heel. 

H991 —Tan 8” boot; cushion in- 
sole; Resist-Oil Cellular Crepe 
Grit sole, heel. 

H992 —Tan Cush’n-Guard instep 
protector 8” boot; cushion insole; 
Resist-Oil Cellular Grit sole, heel. 
H994 — Black Quilon 72” Well- 
ington pull-on; non-metallic Chip- 
Chek Grit sole, vulcanized heel. 
H995—Tan 74" Wellington pull- 
on; non-metallic Chip-Chek Resist- 
Oil Grit sole, vulcanized heel. 
H997 — Brown glove 8” lace-to- 
toe boot; heavy-duty Resist-Oil 
(Neoprene) sole, heel. 
H998 — Black 10” pull-on boot; 
heavy-duty Neo-Cord oil-resistant 
sole, anti-slip logger heel. 
H999—Black 10” engineer’s boot; 
heavy-duty Resist-Oil (Neoprene) 
sole, heel. 


yUESD 
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JON-THE-JOB 
/ GLOVE 
~ INSPECTION 









bing 


NEW/MATIC PORTABLE GLOVE TESTER 


Test linemen’s gloves immediately, efficiently, anywhere with the new Bullard 
lightweight NEW/MATIC Tester! So compact and economical that it can be 
standard equipment on every line truck. 


Now—any time or any place—linemen can daily double-check the airtight safety 
of their gloves with just a few strokes of the pump. The Bullard NEW/MATIC 
Tester is available in two sizes: Catalog No. GT-A for glove size 9 with 14”, 16” 
or 18” gauntlet, and glove size 10 with 14” or 16” gauntlet; Catalog No. GT-B 
for glove size 10 with 18” gauntlet, and glove size 11 with 14”, 16” or 18” gauntlet. 

















(euuanD ) 


Cali your Bullard Distributor today for full 
details and demonstration... or write 
Ee. D. BULLARD COMPANY 
SAUSALITO « CALIFORNIA 





TEST GLOVES DAILY FOR CRACKS « TEARS « PUNCTURES 
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WORN BY VERY IMPORTANT 
PEOPLE—(LIKE YOU!) 


You can’t tell this slim profile Iron Age safety 
oxford from a high styled regular shoe. A new, 
low silhouette steel toe box (which meets ASA 
specifications) eliminates all the tell-tale bulk. 
It’s as easy on the foot as it looks. The shoe 
pictured is just one of several styles in our new 
VIP line. 

These “gay deceiver” safety shoes offer the 
highest quality value to you who supervise—to 
those who like their comfort, but always must 
look their best, too. Get full details from our 
representative or write Iron Age Safety Shoes, 
1205 Madison Avenue, Pittsburgh 12, Pa. 
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Who Needs Three Heads... 


to decide that SAFETY SHOES are a good deal? 


Write today for your illustrated copy 
of A PROGRESS REPORT OF 
INDUSTRIAL FOOT PROTECTION. 


8/Occupational Hazards/August 1961 


If you’re as smart a safety man as we think you are, you know a good 
deal when you see one. The question is, do your men know it, too? 


Do you keep them well informed, aware of the advantages, the 
low-cost maximum protection of safety footwear? 


Foot protection should be an integral part of your safety program. 
You are the key man in making it so. 


Help prevent the unbelievable loss of time and money due to foot 
accidents. Stress the low-cost foot protection of shoes with safety steel 
toes in you. program. They still cost less than ordinary street shoes. 


Safety Box Toe Company 


812 STATLER BUILDING e BOSTON 
Manufacturers of 19 different styles of safety steel toes 


AUSTEMPERED for maximum foot protection 
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“The Safety Effort 
Long Has Been Shackled” 


EDITOR: 

Writers R. G. D. Anderson and J. 
J. Moore are to be congratulated for 
the opinions expressed in the March 
issue entitled “Get Safety Out of the 
Personnel Department !” 

The safety effort has long been 
shackled by inept personnel directors. 
It is a rare case when I find a really 
effective safety department attached 
to the personnel section. 

Being with an insurance company, 
I am in contact with virtually all con- 
ceivable types of safety department 
organization. The personnel depart- 
ment setup is by far the least effec- 
tive. The safety engineer, safety di- 
rector, supervisor, or whatever title 
used, would be able to do a better 
job and would be in a more respected 
position if the Anderson-Moore ap- 
proach was adapted. 

R. F. DieEKEMPER 
Engineering Supervisor 
American Insurance Group 
St. Louis, Mo. 


Self-Ridicule Boosts 
Safe Lifting 


EDITOR: 

I successfully used the enclosed 
picture in the local newspaper with a 
self-ridicule heading to put across a 


ners report 


on correct lifting 

you might like to use it. 
Picture story is as follows: 
“Red-faced father, John E. Barrett, 

supervisor of industrial safety at 


message and thought 


Cornell University, demonstrates the 
correct method of lifting to his son, 
Richard, age 6, and daughter, Eliza 
beth, age 3, just before they were 
admitted to Tompkins County Hos- 
pital for hernia operations.” 

Joun E, Barrett 
Supervisor of Industrial Safety 
Cornell University 
Ithaca, N. Y. 

Maybe you can change around the 
Barrett idea to fit your own needs. 
Most newspapers are glad to cooper- 
ate in safety campaigns. 


ntinued on page 12 
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YOUR BEST MOVE... MOVE 


we ae 


MATERIAL HANDLING 
DEVICES FOR THE MOST 


Imitated, but never duplicated, 
Merrill Lifting Clamps are Drop 
Forged to give you Safety in Hand- 
ling and Economy in Operation. 




















FEATURING 
THIS 
MONTH 


yom t hareay 


? i. @ 


| 


TWIN-LIFTER 
For lifting barrels, drums, with or 
without heads removed. 











Over 25 Material Handling 
Devices described in our 
catalog C-3. 


Ask for a copy. 


MERRILL BROTHERS 


Producers of Drop & Press Forqinas 


56-45 Arnold Ave., Maspeth, N. Y. 
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TE DRAMATIC DIFFERENCE IS REVOLUTIONARY 


W LIVING =LEATHER' 


Living Leather is the amazing new natural leather (it “breathes”) that stays new-looking 500% longer than 
ordinary leather! Living Leather shoes can take the worst scuffing, staining, scraping, straining and still stay 
new-looking, soft and supple, five times longer! LEHIGH Safety Shoes are the 
world’s only safety shoes available in Living Leather! They can take tough treat- 
ment on the job; look good enough to wear off the job! The coin test (on the 
left) proves the superiority of Living Leather. The ORDINARY LEATHER side quits 
when the going gets rough—The LIVING LEATHER side stays new-looking 500% 
longer! You can make this test yourself! Call your LEHIGH salesman today! 
For the best in safety, styling and long-term value, look to LEHIGH, the lowest- 
cost safety insurance you can buy. LEHIGH SAFETY SHOE COMPANY, EMMAUS, PA. 








ORDINARY ‘LIVING 
LEATHER LEATHER’ 
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NEW ‘LIVING=LEATHER’ 1S NOW AVAILABLE I 


LEIGH SAFETY SHOES! 


LEHIGH is the world’s only safety shoe available in Living Leather, the revolutionary new leather that stays new- 
looking 500% longer than ordinary leather! Lehigh Safety Shoes in Living Leather RESIST WRINKLES (Creases 
“spring out”!) RESIST SCUFFS (5 times more resistance to scrapes, scuffs!) RESIST STRETCHING (Hold their shape 
under heaviest body weights!) RESIST STAINS (Built-in “stain barrier”!) and each has a famous Lehigh steel 
safety toe. For the best in safety, styling and long-term value, look to LEHIGH, 

the lowest-cost safety insurance you can buy. Available for immediate delivery: 

No. 1614: Brown wing-tip oxford with steel shank, Chro-tan innersole, oak Ta" {e 
leather outsole, and full leather lining. Sizes A, 8-13; B, 8-13; C, 7-13; D, E, EE; 

5-13. No. 1647: Black, blucher oxford with steel shank Chro-tan innersole, oak I esa CMMAUS/PA 
leather outsole, full leather lining. Sizes A, 8-13; B, 7-13; C, 6-13; D, E, EE, 5-13. cee 


= 


New: \“aee | NEW! 
LEHIGH > a LEHIGH 
No. 1614 : No. 1647 
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Letters 


continued from page 9 





Safety Lids for 
Drums Wanted 


EpITor: 

Will you please help us find the 
source for a safety lid to be installed 
on 55-gallon full open head drums? 
This lid is clamped to the open end 
of the drum; the center portion of the 
lid hinges open. The hinge has a fusi- 
ble link and is spring loaded for 
closing. 


Various types of waste can be 
thrown through an open lid into the 
container. If for any reason these 
wastes started to burn, the fusible 
link will release a spring-actuated 
hinge and the lid will close. We have 
seen these lids used in East Coast 
ordnance plants... . 

A. FoGELMAN 
Plant Superintendent 
Anchor Hocking Glass Corp. 
8653 Atlantic Ave. 
South Gate, Calif. 


We supplied the names of several 
manufacturers of safety devices of 
this kind. 





DETEX GUARDSMAN WATCHCLOCK SYSTEM 


Everyone is tempted to “‘goof off’ sometime — even the most trusted security patrol- 
man. But a man who carries a Detex Guardsman doesn't dare to sleep or skip a 
round, He knows that if he does, his tamper-proof Guardsman tape will be sure to 
show him up. ® The Guardsman’s extra tape capacity assures positive supervision, 
even over long weekends. No supervisor need return to the plant on Saturday or 
Sunday. ™@ Send for information today. 


| Find Your Nearest 
DETEX inspector 
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“Docket” Item Raises 
Unanswerable Questions 


EpIror : 

Occasionally a published article, 
intended to answer questions, sug- 
gests other questions for which there 
is no answer. One such article was 
published in the “Right Off the 
Docket” section of the January 1961 
issue of OccUPATIONAL HAZARDs. 

The article relates an_ incident 
wherein an Arizona State Highway 
inspector, after an altercation with a 
worker for a highway construction 
company, got the foreman to dis- 
charge the worker. As the worker 
was preparing to leave, he was 
approached by the inspector, who, at 
this time, was accompanied by an 
armed highway patrolman. After 
ordering him from his car, the in- 
spector assaulted the worker and 
presumably injured him, since he was 
awarded compensation. 

The impressive part was the speed 
and efficiency used in correcting the 
worker’s attitude. In a very short 
time he was fired by the foreman, 
told to get his check by the general 
foreman, and beaten up by the in- 
spector in the presence of an armed 
highway patrolman, after which an 
attempt was made to deny him com- 
pensation. Truly, the weight of 
authority must have been crushing. 

If the man was doing substandard 
work, why didn’t his foreman, instead 
of the inspector, call him to account? 

Why didn’t the inspector discuss 
the substandard work with a respon- 
sible company official rather than with 
the worker? 

Why did the highway inspector 
control himself during the heat of the 
altercation and delay the fight until 
accompanied by an armed highway 
patrolman? 

Why did the inspector feel it neces- 
sary to bring the armed highway 
patrolman into the act? 

Such questions make the episode 
appear so ugly as to cause wonder if 
all the facts are in evidence. I would 
greatly appreciate any additional in- 
formation you may have and, in par- 
ticular, if the Arizona State Highway 
Department took any action in the 
matter. 


Emory SMITH 
Supervising Engineer, 

Mining & Petroleum 
Division of Industrial Safety 
State of California 
San Francisco, Calif. 

Richard F. Gonda, our legal editor, 
was unable to find, in the complete 
trial transcript (Peter Kiewit Sons’ 
Co. v. Industrial Commission of 
Arizona, 354 P. 2d 28) answers to 
any of the Smith questions. 
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IF YOU'VE BEEN WAITING FOR A RELIABLE EXTINGUISHING AGENT 


...and if you prefer cartridge-activated extinguishers, then '‘FORAY"’ was designed for you! "FORAY’’ is the name we've 
given the new Ansul line of dry chemical extinguishers for a// classes of fire—and the A-B-C extinguishing agent itself. 
“FORAY"' extinguishers are available in six popular models—10's, 20's and 30’s in both cartridge and stored pressure. 
Cartridge operated units traditionally offer greater reliability, ease of recharge, ease of maintenance. They haven't been 
available in A-B-C models until now! But...some people like stored pressure, so they're also included in the “FORAY”’ 
line. Much as we'd like to sell you brand new listed and approved FORAY" extinguishers, Ansu! has not taken up the 
national pastime of obsoleting perfectly good products. We'll be happy to advise you on converting your present Ansul 
‘extinguishers to the equivalent of “FORAY’’ models. Low cost conversion kits are readily available. Write for more 


detailed information on “FORAY"’ extinguishers or call your local ANSUL MAN...he’s listed in the “Yellow Pages.” 


ANSUL CHEMICAL COMPANY, MARINETTE, WISCONSIN. ANSUL 


“FORAY” extinguishers 
(both cartridge and stored pressure) carry these 


Underwriters Laboratories ratings: Model 10: 1A-168:C, Model 20: 3A-20B:C, Mode! 30: 4A-20B:C 





SAFETYMAN’S ¢ 


events to attend 


























SEPTEMBER 7-8. Annual Meeting of 
Canadian Industrial Safety Associa- 
tion. Fort Garry Hotel, Winnipeg, 
Manitoba, Canada. Information: N. 
D. Simmons, executive director, 
Canadian Industrial Safety Associa- 
tion, Room 317, 207 Queen’s Quay 
West, Toronto 1, Ontario, Canada. 


SEPTEMBER 25-26, 12th Governor's 
Industrial Safety Conference. Kansas 


a State University, Manhattan, Kans. 
* 


e Information: Harold L. Smith, Com- 
MAKE SAFETY 


missioner of Labor, 401 Topeka 


LOOK GOOD...WITH THE Boulevard, Topeka, Kans. 
WORLD’S LIGHTEST SAFETY SHOES 


CASUAL-STYLED! WEIGH FULL POUND LESS PER PAIR THAN ORDINARY SAFETY SHOES | _ SEPTEMBER 26-28, 6th Annual San- 
itation Maintenance Show. Hotel 
. Sheraton, Philadelphia, Pa. Informa- 
tion: Leonard S. Rogers, c/o Sanita- 
tion Maintenance Show, 310 Lexing- 
ton Avenue, New York 16, N. Y. 


New ... safety shoes with wear-appeal for your men. Lightweight, to 
be less tiring. Good-looking . . . and just a swipe of a wire brush 
or ordinary sandpaper keeps them looking great. Comfortable 
and cooler, because the rugged pigskin breathes, doesn’t F 
trap air inside. In oxford and chukka styles. For ‘ r 
the name of your nearest jobber, write to Haus 
rae of Krause, Rockford, Michigan. ¢ Octoser 3-5. 7th National Semi- 
nar of American Society for Indus- 
trial Security. Hotel Sheraton- 
Cadillac, Detroit, Mich. Information: 
ohn J. May, manager, ASIS Expo- 
St ae eek ae 1100.02, 927 15th Sereet, 
ALKALIS, WATER, Sa NW., Washington 5, D.C. 


STEEL 
SHANK 


Ocroser 10-12. 12th National Con- 
SUPPORTS 


ference on Standards. Houston, Tex. 
Saaae ge | Meetings on safety sponsored by 
BOX TOE Oe & Gulf Coast Chapter, American So- 
PROTECTION 3 ciety of Safety Engineers (Oct. 11). 
Be $ OIL-RESISTANT Overall meeting sponsored by Amer- 
NEOPRENE SOLES ican Standards Association. In- 
formation: American Standards As- 
sociation, 10 East 40th Street, New 
York 16, N. Y. 


Ocroser 16-20. 49th National 
Safety Congress & Exposition. Hotel 
Conrad Hilton, Chicago, Ill, Informa- 
tion: National Safety Council, 425 
North Michigan Avenue, Chicago 11, 
Ill. 


OctosBer 25-26. 26th Annual Meet- 
ing of Industrial Hygiene Founda- 
tion. Mellon Institute, Pittsburgh, 

Industrial jobbers interested in acquiring a franchise, write to Pa. Information: Dr. H. H. Schrenk, 
. Haus of Krause, Rockford, Michigan. a managing director, Industrial Hy- 

ot. ee giene Foundation, 4400 Fifth Ave- 

eM Be pomeriae \P h nue, Pittsburgh 13, Pa. 
Circle No. 15 on reader service card 
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OW...A FIRE EXTINGUISHER WITH 
HE UNIQUE “SPARE” FEATURE—IN 


PHERICAL OR CYLINDRICAL SHAPE. 


n 1959 Ansul created and introduced 
he exciting idea of instant, on-the-spot 
echarging with its popular MONITOR. 
ow MERRIMAC—Ansul’s new cylin- 
Hrical 234 |b. dry chemical fire extin- 
buisher, like the spherical MONITOR, 
eatures a throw-away shell and a spare 
harge that screws in like a light bulb. 
And like the MONITOR, it’s Coast 
uard Approved...carries a U.L. rating 
of 4 B:C...is admirably suited for the 
protection of boats, homes, autos, 
trucks, summer cottages. The only 
significant difference between the 
MERRIMAC and the MONITOR is 
shape—there are some places where 
the cylindrical MERRIMAC will fit 
better; others where the spherical, 
compact MONITOR is a more logical 
choice. For more than twenty years 
Ansul has devoted itself to the creation 
of new ideas and new products for bet- 
ter fire protection... tothe maintenance 
of a painfully high standard of quality. 
These are the reasons why Ansul ex- 
tinguishers provide the basic fire pro- 


tection for more than half of America’s 


500 largest industrial firms...why 


Ansul is the first choice 
of those men who know 
Mig fire protection best. 


ANSUL CHEMICAL COMPANY, MARINETTE, WISCONSIN 





NAMES IN THE NEWS 


people * companies * aspiciations 


George Wolnez, area safety engi- 
neer, Aerojet-General Corp., Liquid 
Rocket Plant, Sacramento, Calif., has 


Point out 
potential 


ire designed a lucite paper cutter guard. 


The firm’s safety department offers 
the design, free of charge or obliga- 


tion, to all safety engineers. 
William Collins, Philadelphia 
: Postal Region safety officer, pre 
4 : sented the National Safety Council 
\ Industrial Safety Contest Award to 
‘ Postmaster Edward G. Coll, Pitts- 
with 
Stonehouse Signs 


Alert every man in your plant to potential fire dangers with 
bright, easy-to-see FIRE PREVENTION SIGNS from 
STONEHOUSE. 

All Stonehouse Signs are designed and manufactured to 
accomplish this purpose in the most effective manner. They 
are of the highest quality workmanship and materials and com- 
ply fully with American Standard Specifications. burgh. The mailing division’s fire 

Hundreds of different stock-worded accident-prevention brigade took third place in the U. S. 
signs are available for prompt shipment. Usually the same day Post Office Division of the National 
your order is received. Fire Protection Association’s Annual 
Contest. The award presentation was 
made by Fire Chief Stephen Adley. 


(ANGER) BUEN | eres 1 voter, manager, Tek 
GASOLINE TRE | ees 


phia, was elected president of the 
Society of Fire Protection Engineers 
at the National Fire Protection Asso- 
ciation’s 65th annual conference in 
Detroit. He succeeds James J. 
Duggan, director, safety and fire pro- 
tection, Union Carbide Chemicals 
Co., South Charleston, W. Va. 

Jack Kidder, safety director of 
Rogers Cartage Co., Chicago, told 
the conference about tank-truck oper- 
ating methods and safety practices. 
He urged the tank-truck industry to 
design its vehicles and conduct its 


I¢ NS, INC., 9th and Larimer Streets, Denver 4, Colorado continued on page 19 
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Write today for our free, full-color, 64-page catalog, plus informa- 
tion about custom-printed signs to meet your specifications. 
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Hard-Cap Confidence 
at Condon-Cunningham 


Things began to happen when Ray Terry, vice president and 
general manager, Condon-Cunningham, Inc., decided man- 
datory protection was the way to educate construction workers. 
A perfect safety record . . . with at least one life saved . . . 
established confidence in Willson Super-Tough’ phenolic hard 
caps. This confidence goes beyond ability of Willson caps to 
pass penetration tests. Geodetic suspension, for one thing, 
gives plus protection against shock loads. Confidence about 
people, too—tamperproof Willson design assures safe 
clearance between wearer’s head and cap shell. 


Henry Fuehrer Ray Terry 
Project Engineer {7 Vice President 4 General Manager 
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Complete head protection from one source: Willson safety caps and hats with phenolic, fiberglas, dielectric, or aluminum shells; variety of colors; Geo- 
detic, center-crown string, or lace-in suspension. New universal winter liner fits any hat, cap, or suspension. Flannelette and quilted winter liners. Chin 


straps. Quick ting attach 





\ Eee 
_ 


a 
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its for welding helmets, safety goggles, and faceshields. Portable headlights and brackets. 


Willson Geodetic suspension gives 
impact protection, plus shock dissipation 


In selecting protective headgear, Vice President and General 


Manager, Ray Terry, looked beyond traditional concepts of 


head safety. He considered both magnitude of impact and 
rate of absorption by the skull. 

This is where Willson Geodetic suspension, with exclusive 
“great circle’ straps, offers greatest protection against the 
total hazard—injury through direct contact and shock. 

One of our men owes his life to Willson head protection,” 
says Mr. Terry. ‘‘Willson’s phenolic cap averted scalp lacer- 
ation when it stopped a 2 x 4’s 50 ft. fall. Geodetic suspen- 


sion prevented brain damage. Not once has production WORTH 


been interrupted by a head accident since we standard- <~ 
ized on this combination.” 
Willson’s Geodetic suspension forms snugly over 
the “‘great circle’’ lines of the head. Chance of either in- 
bending or outbending the skull is greatly reduced. The 
wearer can sustain a much heavier blow without injury. 
Besides being comfortable, this scientific suspension grips 
the head in a way that prevents slipping and tipping when the 
cap is struck by an angular blow. Result is protection which: 


is worth 
oy we for 


Wittson % 


SAFETY 


i) 
CLINIC 6° Safety equipment distributor, Interstate Machinery & 
5°° ~©Supply Co. of Omaha provided Condon-Cunningham 


ILLSO 


1. Dissipates impact force over 
13 sq. in. of cranial surface. 
2. Avoids headgear ‘‘bottom- 
ing,” shifting, or tilting. 
3. Makes vital 114” clearance 
between head and protective 
shell “‘tamperproof.”’ 
Workers at Condon-Cunning- 
ham like the comfort of Willson 
headgear. Size-adjusting 
Wo, leatherette sweatband fits 
%  anyhead. Super-Tough* 
phenolic hats and caps endure high impact, piercing, 
on-the-job abuse, and temperature changes — meet 
or surpass all federal impact test specifications. 


complete safety counseling on head protection. 
Contact your Willson distributor for head, eye, ear, and 
lung safety. 


Willson Products Division 
Ray-O-Vac Company 
Reading, Pennsylvania 


In Canada: Safety Supply Company 





Names in the News 


continued from page 16 





operations on the basis that anything 
is. dangerous which can “catch fire, 
rupture a vessel by pressure, or in- 
jure a person by burning, freezing or 
poisoning.” To combat the confusion 
arising from differing city and State 
regulations, Kidder recommended 
that NFPA and ICC develop and 
adopt a uniform code. 


Newest member of the Occupa- 
TIONAL Hazarps staff is John J. El- 
wood, who has spent over 40 years in 
industrial safety work, As consulting 
editor, Elwood will work on special 
feature material, such as the current 
“Basic Guide to Safety Management” 
series. For 23 years, Elwood was 
division engineer of construction for 
Standard Oil of Ohio and Standard 
Oil of New York. He then moved on 666. Jomac work glove. Reversible—any two make a pair. Men’s knitwrist. 
to Thompson Products, Inc., Cleve- 


land (now Thompson-Ramo-Wool- ] 
dridge, Inc.), as safety director to It S GLOVEMANSHIP that makes 


head up the firm’s safety, fire protec- 


tion, plant security, and medical 
services programs. After 15 years JOMACS 
with Thompson, Elwood retired, but 
not long after, the Greater Cleveland 


Safety Council coaxed hi f in industrial k ol 
rairenent to become manager of es | YOUF Dest buy in industrial work gloves 
industrial division. After 3 years, he 


resigned, determined to retire in earn- GLOVEMANSHIP is an art. It involves combining the ideal yarns, process- 
est this time, but thankfully we talked 


: , ing the cloth by techniques which will impart the wearing and protective 
him out of it. Before going into is : : : j 
safety work, facidentally, Elwood qualities desired, creating patterns, styling cuffs and, finally, producing 
was a professional boxer, and as the the finished gloves with real craftsmanship. Jomac practices GLOVEMAN- 
photo shows, he still looks trim and SHIP. 
ready. He may be just the man What does GLOVEMANSHIP mean to you? It means lower glove costs 
se: handle our more controversial with quality gloves that afford maximum dexterity, more comfort; that 
— resists oils, greases and stains; that protect hands and forearms against 
such hazards as cuts, burns, bruises and abrasions; that can be washed 
time after time. 


For better fit, greater dexterity, more 
comfort, longer wear, and maximum 
safety in handling most chemicals, 
oils, greases, etc. — specify North 
PVC Coated Gloves. 


To keep workers dry and comfortable 
in foul weather and to give them 
superior protection against chemi- 
cals, oils and greases—specify North 
PVC Protective Clothing. > 


J. J. Elwood H. Childs, Jr. 


Harvey Childs, Jr., has been elected 
vice president of sales for the Jron . ° ° P : 
Age Safety Shoe Division of H. Write for more information about Jomac industrial work gloves today. 


Childs & Coa., 

Optical Co. named Robert M. Edmis- JFJOMAC Jomac Inc., Dept. C 
ton sales manager of the safety prod- Phila. 38, Pa. 

ucts division; Charles C. Albrecht, 


general product manager; and Frank In Canada: James North Canada Company, Ltd., Simcoe, Ont. 
T. Ashe, New York district sales 


manager. _ “Jomac Sells Quality ... and Quality Sells Jomac!”’ 


-— Circle No. 18 on reader service card Circle No. 19 on reader service card 
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WHEREVER YOU LOOK... 


Re, 


GOOD NEWS IS UNDERFOOT FROM 3M 


Unfortunately, most people just don’t look where they’re walking. 


Fortunately, many responsible firms realize this fact and use ‘“‘“SAFETY-WALK”’ and 
““SCOTCH-TRED’’ BRANDS of Non-Slip Surfacing to prevent slipping accidents. 
These efficiency materials apply in minutes. They stick to floors, stairways, ramps, 
hallways... even in showers. Quickly they adhere to any clean dry surface and are 
ready to use immediately after application. No mixing, no messing, no drying time 
—and they give safe, sure footing under even the most adverse conditions. 
“SAFETY-WALK” and ‘‘SCOTCH-TRED”’ can be laid in designs to improve appear- 
ances, dress up entrances, locker rooms and other areas. (The wide variety of 
shapes, sizes, and colors make it easy to do.) Used to prevent accidents they 
help end costly claims; help lower insurance rates. 

Both ‘“‘SAFETY-WALK”’ and ‘‘SCOTCH-TRED” have distinct advantages. The choice 


depends upon the area where you need non-slip surfacing. For free samples write: 
3M Co., 900 Bush Ave., St. Paul 6, Minn. 


Miiamesora [ffinine ano (\flanuracturine company 
- ++ WHERE RESEARCH !5 THE KEY TO TOMORROW 
**SAFETY-WALK"" AND *"SCOTCH-TRED** ARE REGISTERED TRADEMARKS OF 3M CO., ST. PAUL 6, MINN. 


Circle No. 20 on reader service card 
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You Have Chaos Without Standard Measurement Methods 


COMPARISON OF FREQUENCY RATES 


ACCIDENT FREQUENCY RATES 


PLANT A PLANT B PLANT C 


HB When ASA standard rate is used 
@ When local compensation rate is used 


PLANT D PLANT E PLANT F PLANT G 


SEVEN ALLIS-CHALMERS PLANTS furnished the figures for this chart, which 
shows, the author says, the statistical difficulties that would face a company if a 
standard reporting method were not used. Only one plant (F) has the same frequency 
rate under ASA and compensation law standards. You can’t compare a plant in one 
State to a plant in any other, if you use compensation figures as a basis 


Do Use Standards As Your Guide 


By ANN STRESAU, Supervisor, safety education and statistics, Allis-Chalmers Manufacturing Company 


Individuality is a force for progress; conformity con- 
tributes to order and stability. Individuality stimulates 
experiment and adaptation to special situations; yet, 
some conformity is desirable for the overall good. 
Compensation laws vary from State to State. Many 
States borrow ideas from their neighbors while retain- 
ing features which best meet their own requirements 


To MAKE POSSIBLE the determination of national trends, 
the U.S. Bureau of Labor Statistics recommends that 
States report accidents on the basis of American Stand- 
ards Association code Z16.1, as well as in accordance 
with their own laws. 

Many States—including Alabama, Connecticut, 
Florida, Iowa, Maine, Michigan, New Jersey, New 
York, Pennsylvania, South Carolina, Virginia, and 
Wisconsin—cooperate with the BLS recommendation. 
Ohio and Oregon report in accordance with code Z16.1, 
but are not in the cooperative program because of dif- 


ferences in their methods of collecting data. California 
computes rates on the basis of cases per 1,000 workers ; 
consequently, its data are not comparable to rates based 
on ASA methods. 

The States cooperating in the program make their 
reports available to the BLS, which shares the costs of 
producing more usable work injury rate statistics. One 
basic purpose of the program is to eliminate or mini- 
mize duplicate reporting by industry.t The BLS does 
not solicit reports from any of its cooperating firms 
when they provide similar data to their States. 

continued on next page 


* Many companies report occupational injuries to the Bureau of 
Labor Statistics on the basis of ASA standard Z16.1. At the 
same time, they supply frequent reports to State authorities on 
the basis of workmen’s compensation law. Companies that 
operate in several States and in Canada, where law differs 
markedly from law in the United States, face particular trouble 
in maintaining necessary statistical records for these reports. 
-Editor. 
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Do Use Standards As Your Guide 


continued from page 21 





Standard reporting helps those who wish to compare 
their experience with that of others in the same busi- 
ness. It makes it possible for States to compile stand- 
ard frequency and severity rates and compare them to 
the rates of other States. When all States finally co- 
operate, it will provide a better national picture. 

By keeping accident records and analyzing statistics, 
it is possible to prevent accidents. Trends shown in the 
records are vital in giving direction to safety programs. 
When a specific trend is contrary to the average, it is 
a warning signal to intensify efforts in that area. If the 
data issued by the States show rates rather than num- 
bers, the individual company has an average for com- 
parison. 


Rates vary without standards 


The Allis-Chalmers Manufacturing Co., which has 
17 plants in the United States in addition to others in 
Canada and abroad, believes strongly in this type of 
conformity. It has for many years compiled its ac- 
cident rates on the basis of the Z16.1 code. 

“Comparison of Frequency Rates,” the chart at the 
beginning of this article, shows the accident experience 
of several Allis-Chalmers plants, not necessarily the 
best nor from one field of manufacturing. They were 
selected merely because data were readily available for 
them. This chart shows that some plants have a lower 
rate per million man-hours, and others a higher rate, 
when ASA frequency rates are compared to rates based 
on compensation cases. 

The ASA code defines a disabling injury as one 
“which renders the injured person unable to perform a 
regularly established job which is open and available to 
him, during the entire time interval corresponding to 
the hours of his regular shift on any one or more days 
(including Sundays, days off, or plant shutdown) sub- 
sequent to the date of the injury.” This, of course, is 
quite different from compensation law, which may re- 





About the Author 


Miss Ann Stresau, now 
supervisor, safety educa- 
tion and _ statistics, has 

been in safety services with Allis-Chalmers 
Manufacturing Co. for a number of years. She 
graduated in psychology from the University of 
Wisconsin, exemplifies in her background and 
her work the emphasis many companies put now- 
adays on communications and statistical analysis 
to improve accident prevention methods. 
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quire reporting disabling injuries only after 3 to 7 
days’ waiting period. 

Make these additional comparisons : 

B® The rate of cases per million hours of work for 
Plant A would be 4.6 in its home State, which has a 
3-day waiting period. But lift the plant across the 
border into a State with a 7-day waiting period, and 
the rate falls to 3.7. 

> Plant B is in a State with a 7-day waiting period. 
Drop this plant into the home State of Plant A, and its 
rate jumps about 20 percent. 


Even worse muddle with severity 


We would be in even more of a muddle if figures 
based on State compensation laws were used to compute 
severity rates. Take, for instance, the time charges for 
permanent disabilities. The number of weeks for which 
compensation is payable for scheduled injuries varies 
considerably. Loss of an arm or leg ranges from 175 
weeks in some States to a maximum of 500 weeks in 
others. This means 1,225 days to 3,500 days. Code 
Z16.1 states that time charge for loss of an arm or leg 
shall be 4,500 days. 

Suppose a plant works 500,000 man-hours in a State 
that allows benefits for 175 weeks (1,225 days) for 
loss of an arm or leg. Then: 


1,225 X 1,000,000 
= 2,450 





500,000 


Move the same plant to a State which pays benefits for 
up to 500 weeks (3,500 days), and the severity rate 
becomes 7,000. Under the ASA code, the plant shows 
a severity rate of 9,000. 


Purposes differ—so do figures 


Why do some plants have a higher frequency rate 
when the compensation rate is used than they have with 
the ASA rate? 

To answer this, examine the purpose of accident 
records. For accident prevention purposes, we want to 
find out where, when, and why accidents occur. We 
want to find accident causes and take steps to alleviate 
them. If ambiguous cases—those not clearly occupa- 
tional or without known causes or effects—cloud the 
issue, they may easily lead a safety program up a blind 
alley. To prevent this, the ASA makes it clear that 
certain types of cases must meet specific conditions to 
qualify as industrial injuries when compiling frequency 
and severity rates. 

Compensation laws, on the other hand, have the dif- 
ferent purpose of protecting individuals from economic 
want. They try to assure just compensation for in- 
jury without recourse to the courts. They insure pro- 
tection regardless of the common law liability of the 
employer or the financial means of the injured. Many 
companies complement this concept of the law by re- 
solving all reasonable doubts, including those of in- 
dustrial connection, in favor of employee-claimants. 

Code Z16.1 declares that a temporary total disability 
is any injury which renders the injured unable to per- 

continued on page 59 





‘Companies will 
suppress accidents 
to win awards”’ 


= © 


‘*With ASA statistics, 


I can’t get a clear picture’”’ 


Don’t Use Standards As Your Guide 





We interview Joe BANACH, safety director, Ansul Chemical Company 


Q. Do you feel the standard ASA method for meas- 
uring the results of industrial safety programs is 
valid? If not, what revisions are especially needed ? 


The method is valid to a certain extent, but small 

companies with fewer man-hours worked are pe- 

nalized more, statistically, by one accident than a 

larger company would be by four or five accidents. 

When I try to compare my company’s experience a ; 
with ASA statistics, I can’t get a clear picture. I Compensation 
think the statistics under this system don’t give ase iene 
enough information. We must know how many an 
man-hours and how many employees a company dy 
has in a given period of time before we can re- 

late its safety statistics realistically. 


How does Ansul Chemical Co. report its own ac- 
cident experience to managers and employees—in 


; a days rather than the severity rate. We don’t think 
terms of frequency and severity, or in other terms? 


there’s any need for elaborate statistics. 


A. Any accident at Ansul is reported immediately. All 
managers are informed directly, and other em- 
ployees are informed via bulletin board notices. If 
it is a lost-time accident, we report how many days 
are lost. We tell how the man is doing and when 
we can expect him back. Beyond that, we give A. 
monthly reports and a complete annual report to 
our managers. These list days lost and hospital 


Why can’t ASA standard methods be used success- 
fully to compare safety program results among 
plants in the same industry? 


They could be used for comparison if you could 


rely on the integrity of every company reporting, 
continued on page 46 


August 1961/Occupational Hazards/23 



































MACHINING 


MAINTENANCE 
ASSEMBLING 


FOUR WAYS TO PREVENT flammable liquid fires are 
emphasized in this sketch of a typical fire-safe plant: The 
flammables storehouse is apart from the main building. Trans- 


portation routes are carefully planned. The laboratory is sep- 
arate, or cut off by a fire wall and fire door. Storage, dispens- 
ing, and production equipment is all approved for fire safety. 


Seven Ways To Prevent 


Every plant faces these 
dangers in one way or another 


Loss : $790,000. That tells only part of the story. How 
much business was gone, temporarily or for good, no- 
body really knows. How much was lost in wages, in 
profits for other local firms—groceries, restaurants, gas 
stations, and the like—is impossible to estimate. 

But the direct loss was $790,000. 

Margo-Kraft Distributors, Golden Valley, Minn., 
sustained it. The fire broke out on October 12, 1960. 
An automatic alarm system notified a phone answering 
service in Minneapolis. Fire companies responded at 
once; but the building was unsprinklered, and half of 
it was involved in flames by the time they arrived. 

Margo-Kraft Distributors operated a warehouse. 
Toys packed in cardboard cartons were piled clear to 
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the underside of roof supports. Pressurized cans of 
lacquer and many containers full of model airplane 
cement burst, spread the fire. Consider, then, these 
causes for that $790,000 loss: 

® There was no watchman service. 

® The automatic fire detection system was con- 
nected to a phone answering service in a city miles 
away, not to a central station. The combination of 
method and distance led to delay in passing on the 
alarm to the right fire companies, and to delay in their 
arrival at the fire. 

B® The warehouse was unsprinklered. 

®& Flammable merchandise and packing materials 
were stacked so as to encourage growth of flames and 
carry them quickly to the warehouse roof. 

® Flammable lacquers and cement were stored next 
to this flammable merchandise and the cartons that con- 
tained it. The lacquers and cement were not in safety 
cans, not set off by fire walls and fire doors, Gas from 





ie 2 
i A 
A CHEMIST posts a sign to warn others of flammable vapors, INSPECTING BEAKERS and other glass laboratory equip- 


works under a hood that prevents spread of vapors. QUICK- ment is this man’s regular job. Vessels that break or leak can 
SEALING couplings prevent leakage during tank car loading release flammables, but fast! 


Flammable Liquid Fires 


the pressurized lacquer cans could explode and ignite “Critical Points of 60 Commonly Used Flammable 
when exposed to heat. Liquids,” on the next page, tells you about some of 
The warehouse and its contents were a total loss. these differences in extinguishing methods and in the 
liquids themselves. But with over a half million 
chemical compounds in use in industry today, it’s im- 
possible to predict what trouble you may run into when 
The fire could have happened almost anywhere, to you go to work tomorrow 
almost any company. Now, we're concerned chiefly continued on page 54 
with the last of the causes for its rapid spread—and 
with how you can prevent something similar from 
happening in your warehouse or plant. 

A book could be written on what to do with flam 
mable liquids. Some need special treatment, not only 
because of fire hazards, but because of their toxicity. 
Some ignite spontaneously. Some explode when sub- 
jected even to summer heat. Some take continued 
contact with heat or flame to burn. You can put out 
fires in some flammable liquids one way; other fires 
in other liquids demand entirely different methods. 


No one method puts out all fires 
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Critical Points of 60 Commonly Used Flammable Liquids 





Flash Point 


Flammable Limits Auto- 
(% by Volume) ignition | HowTo Put 














| Temp. Out Fires 
Lower Upper (°F.) 





Acetaldehyde 
Acetone 
Acrylonitrile 

Allyl alcohol 

Amyl alcohol-n 
Benzene 

Benzyl alcohol 
Benzyl cellosolve 
Butyl acetate-n 
Butyl alcohol-n 
Camphor oil (light) 
Carbon disulfide 
Castor oil 
Cellosolve 

Chlordane insecticide 
Cocoanut oil 

Corn oil 

Denatured alcohol—95% 
Diacetone (commercial) 
Diethylamine 
Diethylene oxide 
Diisopropyl 
Dodecane-n 

Ethyl acetate 
Ethylbenzene 

Ethyl chloride 
Ethylene dichloride 
Ethyl formate 

Fish oil 

Furfural 


Glycerin 
Heptane-n 
Hexane-n 
Isopropylamine 
Jet fuel, JP-4 
Kerosene 
Lacquer 


Linseed oil, raw 

Methyl] acetate 

Methyl alcohol 

Methyl ethyl ketone 
Naphtha 

Octane-n 

Olive oil 

Peanut oil 

Pentane-iso (commercial) 
Pine oil 

Quenching oil 

Rubber cement 

Straw oil 

Styrene 
Tetrahydrofurfuryl alcohol 
Toluene 

Tung oil 

Turpentine 

Varnish 





— 


The extinguishing method shown in the last column of the 
table is based- on ‘recommendations of the National Fire Pro- 
tection Association and the Factory Mutual Engineering Divi- 
sion. Symbols represent these extinguishing agents: AF— 
alcohol foam; C—carbon dioxide or dry chemical; F—foam; 
G—shut off the flow of any gas at its source or, if that is.im- 
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10.4 
55.0 
13.0 


AF, C, WS 
AF, C, WS 
AF, C 

AF, C, WS 
S 

C, F, WS 

AF, C 

C, F 

Cc & Ws 


ee Reo Kee Be BeBe Reo BeBe BeBe 
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possible, let the fire burn itself out while you cool surrounding 
areas with water to avoid further fire spread; WS—water 
spray (fog). Water spray may make some flammable liquids 
foam, but if it is used carefully, will at least help blanket the 
fire and cool surrounding areas. All-purpose extinguishers will 
work well on small flammable liquid fires. 
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UNION MADE 


We charge only The good looks 
for the safety features are thrown in free 





It didn't cost us any more to make this safety shoe good looking. So we don't charge Thom McAn Safety Shoe Division 
extra for the styling. Note the tapered toe. Safe on the job. Smart off the job.Makes it [2° W. 43 St., N. Y. 36 
Gentlemer vent sees me the following at once: 


rather difficult to come up with excuses for not wearing safety shoes, doesn't it? It's (Check service required), 
Veta f Thom McAn’s sales plans 


available in black (00625) or brown (00675), sizes B 8-12, C 7-12, D 6-13, E or EE 6-12. D Illustrated list of Thom McAn Safety Shoes 


] Set of safety pos 
SAFETY 
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A DIVISION OF MELVILLE SHOE CORPORATION 
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The logic of placing your safety eyewear 





business with the man from MSA... 


A COMPLETE VISION PROTECTION PROGRAM 


A. Full line of eye and face protection for wide selection 

B. Convenient cross-country stocking points for ready availability 

C. Safety eyewear prescription service for corrective-protective lenses 
D. Modern vision testing methods for valid, reliable results 


You can count on a complete vision protection program, including Rx service, when you place 
your safety eyewear business with the man from MSA. This single source of safety eyewear 
service answers every program requirement. A wide selection of optional features makes this 
program even more attractive. 

To help you determine how this service can benefit you, two new publications are now 
available: The M-S-A Eye and Face Protection Catalog, and The M-S-A® Sightgard Prescription 
Safety Eyewear Program Booklet. Please write us for your free copies. 


MINE SAFETY APPLIANCES COMPANY - Pittsburgh 8, Pennsylvania “MSA 
MSA backs up its label with selection, quality, research, experience 


Circle No. 22 on reader service card 








Tracking down the safest floor absorbent? 


No need to search further once you’ve discovered ZORB-ALL®. ZORB-ALL is Wyandotte’s rugged, 


all-purpose absorbent that won’t break down. Its angular particles provide safe, positive traction 
on floors... for both men and vehicles. ZORB-ALL absorbs oil, water, grease, soap—any liquid— 
without caking into slippery muds or breaking down into dust. So get on the right track. Have 


your Wyandotte representative or jobber show you how ZORB-ALL can make your floors safer. 


Wyandotte Chemicals 


J. B. FORD DIVISIOn 


WYANDOTTE, MICHIGAN « LOS NIETOS, CALIFORNIA « ATLANTA, GEORGIA 
Circle No. 23 on reader service card 
30/Occupational Hazards/August 1961 





Sell your 
rey ess ec teet comeet-tet-t-{sesloal! 
with this special report. 
It’s One of a series on 
igetcMe loli: tam: tele Me el ema) e te 
volved in specific kinds 


roy meters (stele Me: tele Mtetiets ls 


The High Cost of Foot Injuries 


Here is the first of three articles 
in this issue bearing on the cost, cause, 
and prevention of foot injuries 


ON A MOMENT’S NOTICE, you could probably tick off 
a dozen tools and materials that could crush a worker’s 
foot if they fell on it from a height of only 4 feet. 

Yet an astonishing number of men report to work 
every day to spend 8 hours amid such equipment, and 
their only armor against foot injuries is the rosily over- 
confident belief that they'll pull their feet out of harm’s 
way in time. 

They're gambling on a split second. In 1959, the 
National Safety Council estimated 195,000 lost the 
gamble. That’s the NSC figure on the number of foot 
and toe injuries suffered that year by U.S. workers. 
This army of hobbled Americans accounted for 9.8 
percent of the compensable injuries. 

By carrying the arithmetic one step further, you 
learn that U.S. industry spent over $50 million on com- 
pensation for foot injuries and nearly $20 million for 
toe injuries. 

But maybe national figures always seem astronomical 
and a bit remote to you. If so, here’s a true-to-life 
plant situation for you. In fact, if your company oper 
ates in New York State, the figures should look fa 
miliar. 


This toe is worth more than that 


At ABC Co., a machine operator bends over a drum- 
ful of steel parts ready for machining. Now he turns 


from the barrel, stands momentarily in the aisle. At 
that very moment, a fork lift truck driver drops his 
load at a nearby machine, backs up in a wide arc, and 
the truck wheels roll over the operator’s foot. 

Che accident results in the amputation of a big toe. 
Under New York State workmen’s compensation law, 
this worker now has a permanent partial disability and 
is entitled to two-thirds of his weekly pay for a period 
of 38 weeks, with a maximum 

The machine operator was earning $100 a week. 


of $50. 


His injury, therefore, cost $1,900 in compensation wage 
benefits alone! 

For one of his other toes, if the accident result had 
been different, he would have drawn $50 each week for 
16 weeks, or $800. For a foot injury involving per- 
manent partial disability, he’d draw $10,250 over a pe- 
riod of 205 weeks. 


Foot and toe injuries come high 


Of course, you're not going to run into serious ac- 
cidents all the time. But keep in mind that National 
Safety Council estimates, based on 1959 industrial ex- 
perience, list the compensation costs of the average toe 
injury at $263, and for the average foot injury, $436. 
In your State, particularly if it’s highly industrialized, 
these figures may be overly conservative. 


continued on page 45 


August 1961/Occupational Hazards/31 





Whether workers 
are in production, 
maintenance, or 
material handling, 
where foot safety 
is concerned... 


through the processing area whisker-close to unprotected feet. 


Warnings Are Not Enough— 


No MATTER how vigorous or frequent the safety di- 
rector’s warnings, it happens again and again: 

A poorly stacked, jagged piece of steel thrusts out 
from near the bottom of a pile, stabs through leather 
and into toes as a man walks by. 

A 4-wheel hand truck with a 2,000-pound load rolls 
over a worker’s toe. 

A 225-pound shaft falls 3 feet, clobbers a man’s 
foot. 

An 85-pound die jars loose from its resting place, 
and wham !—another foot case to the dispensary. 


What more can you do? 


It’s all plenty discouraging. After all, haven’t you as 
safety director been doing all you can? Haven’t you 
told workers time and again to take special care in 
moving materials about the plant? Haven't you in- 
spected work stations to see that materials were stacked 
securely? Haven’t you warned your men of the con- 
sequences of a moment’s carelessness? Haven't you 
pushed hard for wearing safety shoes, arranged payroll 
deductions for workers who buy them? Can you help 
it if only a few bother to wear safety shoes? 

It’s surprising how many safety directors OccuPa- 
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TIONAL HAZARDs has interviewed adopted that attitude. 
These same men demand instant action if they find a 
worker who is exposed to eye hazards and is unpro- 
tected by safety glasses. You can hear them three 
blocks away if a plant inspection finds bareheaded 
workers in departments where hard hats are required. 
Yet, they take a fatalist’s view of failure to wear 
safety shoes. 


Union did the safety job 


A safety director of a midwestern plant that employs 
800 confessed that fewer than half wear safety shoes. 
Almost everyone does heavy work, and there are few 
conveyors. Yet, day in, day out, over 400 people come 
to work and take their chances. 

The SD admitted this situation is a prelude to a lot 
of unnecessary pain and expense, but he said, “I’ve 
never been able to overcome the usual objection of 
those who refuse to wear safety shoes. They tell me, 
‘I can’t wear them. The nail of my big toe is uncom- 
fortable.’ ” 

The safety director-personnel manager at a 150- 
employee brewery said there were only 10 people amid 
all those bouncy beer barrels who wore safety shoes. 





co 


at 


STEEL HANDLER needs foot protection, preferably 


an instep-guard model safety shoe. 


MAINTENANCE MAN tempts fate by not wearing safety shoes, 


though he works almost constantly with heavy stock and equipment. 


Use Safety Shoes To Cut Costs 


Two were truck drivers who liked walking around 
without a limp. The remaining eight worked in the 
racking department. They wore safety shoes because 
their union insisted upon it as a condition of employ 
ment. 

Here was a case where the union took the initiative 
in accident prevention, which most companies regard 
as a management function. Management, however, not 
only neglected to take the reins of the foot safety 
program, but failed to complement union activity by 
extending it. 

The safety director told OccupaTIONAL HAZARDs: 
“I think it would be a good idea for all the keg drivers 
to wear safety shoes, but they don’t do it. The danger 
isn’t as great as it used to be, though, when we used 
wooden casks. The new aluminum ones are only one- 
fourth the weight of the old.” 

Some consolation! Those aluminum casks pack 
enough wallop when they fall to put a man out of com- 
mission for a long, long time. 


These show what you can do 


Contrast these hit-or-miss foot safety programs with 
that of a steel company which has 97-percent participa- 


tion in a voluntary safety shoe program. This mill’s 
shoe store sells 12,000 pairs of shoes a year! 

Or consider the case of Raymond Corp. Its 300 
employee plant in Greene, N.Y., has 85 percent of its 
production, maintenance, and laboratory workers wear 
ing safety shoes in a voluntary program. 

Twice a month, this plant has a drawing. The work- 
er whose name is called wins five silver dollars, pro- 
vided he’s wearing safety shoes. If he isn’t, the money 
remains in the pool, and the next winner may collect a 
$10 prize. Winners’ names are published in the Re- 
porter, the plant newspaper, and on the safety bulletin 
board. 

In a year’s time, this promotional drive raised em- 
ployee participation in the safety shoe program from 
45 percent to 85 percent. It erased toe injuries. Though 
there have been five toe accidents, none was serious 
enough to require medical treatment from a doctor. 
During the previous year, there were nine toe accidents. 
Three called for professional medical attention. 

The company pays $2 toward the price of a regular 
pair of safety shoes and $5 toward the price of shoes 
equipped with instep guards. 

In recent plant visits, OccuPATIONAL HAZARDS 


continued on next page 
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Safety Shoes Cut Costs 


continued from page 33 





editors found a growing number of plants, large and 
small, where wearing safety shoes is a condition of em- 
ployment. 

Many plants, like Raymond Corp., contribute to the 
cost of employees’ safety shoes. Twenty-five to fifty 
percent of the cost seems to be a popular company con- 
tribution. In some cases, the company buys the safety 
shoes ; in other cases, the worker does. Most firms set 
up a payroll deduction plan for the worker’s con- 
venience. 


Safety shoe program saves money 


However you set it up, a strong safety shoe program 
is a money-saver. 

Since their introduction in industry in the mid- 
1920's, safety shoes have prevented thousands of seri- 
ous injuries. Case histories gathered by the Golden 
Shoe Club and the Scarab Club, both established to 
promote foot safety, provide the proof. Plants all over 
the United States funnel reports into the clubs’ head- 
quarters describing how foot and toe injuries were 
prevented by wearing safety shoes. 

Club files bulge with cases like these: 

& A 7,000-pound fork lift truck rolled over a 
worker’s toes, crushing his safety shoe, but merely 
bruising his foot. No disabling injury. 

& A 2,000-pound cement slab fell 2 feet. The corner 
struck a man’s toes. He was not injured, thanks to his 
safety shoes. 

& A 275-pound electric motor fell 3 feet, striking the 
operator’s safety shoe. No injury. 


Use these approaches 


Agreed that safety shoes are basic to prevention of 
foot and toe injuries, and that the cost of such protec- 
tion compared to the cost of one foot or toe injury is 
small, how do you go about getting workers to wear 
safety shoes? 

First, dramatize the seriousness of foot injuries by 
citing actual cases which resulted in permanent dis- 
ability. Emphasize the effects of the injury on this 
man’s life, his family’s life, his earnings. Show how 
in similar accidents injury was avoided or at least sub 
stantially lessened because the person involved wore 
safety shoes. Reports from the Golden Shoe and 
Scarab Clubs help punch across this point. Cases from 
your own plant files may have even greater impact. 
Use the plant paper, bulletin boards, and newsletters 
to put your story over. 

Second, dispel any false notions that safety shoes are 
ugly, bulky, and uncomfortable. A catalog from any 
leading safety shoe manufacturer will do the job. 
Workers will find styles they can wear to a dance 
sleek, black oxfords, with smart, conservative lines and 
a high gloss. They will find others that are right at 
home at a picnic or backyard barbecue—loafers and 
moccasins. Sturdy work shoes are often the preference 
of those who are on their feet all day. ¢ © 


34/Occupational Hazards/August 1961 





Safety shoes are 

no less comfortable 

than ordinary shoes—these 
instructions apply to 
anything you put 

on your feet this side of 


socks or taleum powder 


A Proper 


PROPER FIT can make or break your safety shoe pro- 
gram. 

If a shoe is too short, toes will push against the steel 
toe box and hurt. If the worker is told, “You'll get 
used to them in time,” and accepts this assurance, he'll 
borrow even more trouble. His cramped toes will lead 
to an enlarged ball-joint of the big toe, and from there, 
perhaps, to a bunion. 


Other troubles from poor fit 


If a shoe is too long, it will cause blisters. If it’s too 
long and too wide, the foot slides forward, and in effect 
you have all the footaches brought on by the shoe that 
is too short. 

If a shoe is too narrow, it cramps the little toe, 
causing a burning sensation across the bottom of the 
foot. If it’s too wide, the excess leather over the top 
of the toes may bite into the flesh and bring blisters. 

A shoe should be one-half to three-quarters of an 
inch longer than your foot, for when you stand, your 
foot lengthens. The length from the heel to the widest 
part of the toe should correspond to the length from 
the heel to the joint of the great toe. 

A shoe should be the same width as your foot, or a 
trifle less. The widest part of the shoe should fit over 
the first joint of the big toe. 





Toes should 
not touch 
shoe toe 

box 


Inside arch of 
foot should fall 
snugly against shoe 


Ball of foot 
should rest 
in ball of shoe 


Fit—Don’t Settle for Less 


Be sure you have enough toe room. This is particu- 
larly important in fitting safety shoes. To test for toe 
room, put your weight on the ball of your foot and 
flex your toes. 

Don’t wear a shoe that puts pressure on the instep. 
It may slow circulation, even cut into the flesh. 

You can tell how well you were fitted in the past by 
looking at your old shoes. If they show uneven wear 
in front, they’re too short. If uppers bulge over the 
sole line, the shoe is too narrow. If heels show wear on 
the inside, the arches are weak. If inside soles have 
worn pockets, the shoes are too tight. 


What about defective feet? 


Some workers have foot ills which require special 
types of shoes. 

Those with weak or flat feet need sturdy shoes with 
built-in arches. 

Those with corns, calluses, and frequent blisters 
should wear shoes of soft, pliable leather with seams 
that don’t pass over tender areas. 

Ingrown toenails call for broad-toed shoes. 

Feet that swell need a size large enough to allow 
for the swelling. Soft, pliable, porous leather helps 
keep feet cool and may reduce swelling. This kind of 
leather is also good for perspiring feet. Those whose 


feet perspire readily should see that neither shoes nor 
socks are too tight. 

Ankle-bulge reveals an arch weakness, a need for a 
closer fit at the heel or for a lower shoe heel with a 
broad base. 


Five rules for foot care 


You'll save employees much discomfort if you teach 
these five rules of foot care: 

1. Bathe feet daily. Dry thoroughly, especially be- 
tween the toes, and use a good foot powder. 

2. Keep toenails trimmed. 

3. Change shoes and socks at least once a day. 

4. Examine the feet regularly for bruises, sore 
spots, or blisters. 

5. If you think your feet need attention, get pro- 
fessional care promptly. ®@ ® 





Safety shoe inventories 


Roughly 60 percent of men’s shoes should be in D 
and E widths. About half that number should be 
C and EEE widths. The rest should be narrow 
widths—A and B. About half your men’s shoe stock 
should be 8% to 10. The other half should be 6 to 
8 and 10% to 12. 
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A BASIC GUIDE TO SAFETY MANAGEMENT 


Part VI 


Learning From Experience 


We continue here a 12-part series on the fundamentals 
of industrial safety management. We have no pet 
theories of statistical control, no prejudice that favors 
one kind of successful program over another. We report, 
instead, as simply as we can, how to set up a safety 
program, what you need to keep it going, and how it 
will benefit your plant. Even tf you have a program now, 
you will, we think, find ideas here that will help you. 


How To Plan a Safety Program 
The Course You Can’t Afford To Fail 
Where Does the Supervisor Fit? 
Top Management: Cornerstone of Safety 
Inspection: Useless Without Followup 
Mont Learning From Experience 
wate Fire Prevention: Fight for Survival 
Two Keys to Workers’ Welfare 
A Clean Plant: Safety's Strong Ally 
Fill the Gaps in Your Knowledge 
Your Role As a Good Neighbor 
Adapting Safety Basics to Your Plant 


THE FOOTBALL COACH brings his squad together and 
shows them slow-motion movies of last week’s game 
to point out the mistakes that led to enemy touchdowns. 

The safety director has no movie camera to provide 
him a visual playback of an accident, but he, too, must 
recreate the scene in order to uncover and correct 
the mistakes that led to the accident. He does this by 
undertaking an accident investigation. The stakes he’s 
playing for are a lot higher than 6 points on a score- 
board. He’s concerned with the prevention of serious 
injury, perhaps even the loss of life. 
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The SD should get to the accident scene as quickly 
as possible. He has to get the accident story from the 
injured man and the witnesses. And the how of his 
getting it will determine whether he’s informed or 
misinformed. If he charges into the department like 
the county sheriff in a vice raid, then begins interrogat- 
ing witnesses in the manner of a poor man’s Mike 
Wallace, he probably will pick up more fiction than 
fact. With it, he will get an extraordinary collection of 
I-don’t-knows and I-didn’t-see-its. 

As the first order of business in setting up the safety 
program, make it clear to plant workers that you con- 
duct accident investigations, not to fix the blame, but to 
prevent a future accident. After an accident takes 
place, approach he injured worker and accident wit- 
nesses in a friendly, low-key manner. You’re far more 
likely to get complete cooperation, if you do. 


You have to be thorough 


Too often, accident investigators just go through 
the motions. You’ve seen the reports they file—‘“The 
worker was careless” often passes for an accident 
cause. “The worker fell and broke his arm” is the all- 
too-brief, useless description of the accident. This kind 
of report raises more questions than its answers. 

The U.S. Department of Labor, Bureau of Labor 
Standards, receives many accident reports yearly. The 
Bureau cites this case as an example of an accident re 
port that told only part of the story: 

A punch press operator was feeding metal strip 
through his machine. A truck, loaded with castings, 
rattled by. A casting fell from the truck, struck the 
machine operator in the heel. The man threw his hand 
up in pain, and it was caught and crushed between the 
press guide and the ram. 

The safety director investigated, filed a report at- 





tributing the accident to improper truck loading. He 
issued instructions on safe loading to all appropriate 
departments in the plant. 

What the safety man failed to note was that this 
push-truck was unsuited for hauling castings. The 
trucker couldn’t see over his load. He could only push 
the truck and hope no one was in its path. To avoid 
future accidents, a pull-type truck should have re- 
placed the push-type. 

The safety man had also overlooked a hole in the 
aisle floor. As the truck wheels passed with difficulty 
over the hole, resulting vibrations shook the casting 
loose from its resting place. The accident report, then, 
should have called for repair of the floor at the accident 
scene and inspection of floors throughout the plant. 

The injured punch press operator had to stand too 
close to the aisle as he ran the machine, and to make 
matters worse, he had his back to the aisle. The punch 
press should have been turned around. All plant ma- 
chinery should have been rechecked for safe positioning 
and relocated, where necessary. 

The punch press had no enclosure guard. If it had 
had, the operator wouldn’t have been able to get his 
hand between the guide and the ram. 

The safety man who conducted the initial investiga- 
tion missed these salient details. If a subsequent in- 
vestigation hadn’t uncovered them, there was a strong 
likelihood a similar accident, or perhaps one even more 
serious, would happen in the future. 

The safety man was too easily satisfied. He at- 
tributed the cause to one factor, rather than to the many 
that were involved. 


Interviews aren’t enough 


Another common mistake of investigators is their 
preoccupation with interviews as the key to the ac- 
cident’s cause. There’s no denying that interviews are 
indispensable. The accident victim and accident wit- 
nesses provide the basis for recreating the accident 
scene. 


HERE ARE 7 WAYS TO 
JUDGE FOR YOURSELF! 


1. 


Is Construction Leakproof? 

Seams that are lap-joined and electrically welded 
into durable “one-piece” construction are ca- 
pable of holding up under rough, rugged service. 
Are There Double Wall Flame Arresters? 

Two walls of perforated metal provide a durable 
double barrier to prevent fire. If inner wall is 
damaged, outer wall provides protection until 
unit is replaced. 


Is Spout Seal Leak Proof? 

Spring operated caps with ball and socket joint 
assembly assure uniform, self adjusting, liquid- 
tight seal of the special leak-resistant gasket. 
Is Fill Spout Mechanically Joined? 

Spout will withstand strain of repeated opening 
and closing if clinched and soldered to top section 
of can. 


Is Bottom Protected? 

Bottom of cans are protected from damage if they 
are raised up into can, allowing a protection rim 
around the base. 


Does Dispensing Valve Shut Off Quickly? 

Convenient hand operation gives fast, positive 
control while pouring. Instantly shuts when pres- 
sure is released. 

Is Handle Design Protective? 

Handles with a shock guard shield and protects 
dispensing lever against accidental opening from 
shocks or bumps. 


Now—investigate Protecto- 
seal Safety Cans—they have 
all the above features built 
in and include many addi- 
tional design and operat- 
ing features to provide op- 
timum safety and service. 


But very often, the stage for an accident has been 
set by peculiarities of the physical layout, poor house- 
keeping, inadequate guarding, lack of adequate pro- 
tective clothing. If you miss those, you fail to capitalize 
on the lessons an accident teaches. 

Once you gather all your facts and draw your con- 
clusions, work them into your written report. Remem 
ber, 6 months from now, when everyone’s hazy on the 
circumstances of this accident, the report alone will 
tell the story. What isn’t on that report is not a matter 
of record, but is subject to dispute, denial. If a dispute 
arises over the claim for benefits, the completeness of 
the accident report can go a long way toward swinging 
the case for or against your company. 


Compare Protectoseal 
Safety Cans with any other 
safety cans and you will 
see why Protectoseal Prod- 
ucts are the quality stand- 
ard of the industry, and 
definitely your best buy. 


For the correct Safety or Storage can fo 
meet your individual needs, consult the 
Protectoseal Fi bles Engi in your 
area, or write for your copy of the new 
catalog of Protectoseal Safety Equipment. 


RA the protectoseal comPANy 





What your report should show 


Here’s what you need on that form: 


® Name of the injured man. 

® Date and time of the accident. 

& Worker's occupation, department, age, and sex. 
& Location of accident. In Canada: Safety Supply Company, Toronto 


Circle No. 24 on reader service card 
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Housekeeping Sets Safety’s Tone 


OVERHEAD SHOT highlights several Du Pont housekeeping 
methods. Equipment in left foreground sits at right angles, in 
keeping with company rules. Sheds are clean and in alignment. 
Roadways are wide, uncluttered. 


NE 


STRUCTURAL STEEL is stacked parallel, with storage sheds 
used for guidelines, in keeping with the Du Pont definition of 
physical orderliness. Sign in foreground provides workers a 
safety reminder. 


TOOL AND SUPPLY area has a place for everything. Sign 
warns: “Use Danger Tags and Locks Properly. Consider All 
Pipelines, Wiring, Equipment Dangerous Until Proven Other- 
wise.” It’s a good rule anywhere. 
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Du Pont proves 

construction projects 

don’t have to be dangerously 
cluttered 


“You DON’T AcT the same way at a ball game as you 
do at an art museum. Your behavior is strongly in- 
fluenced by your surroundings. That’s why we’re so 
insistent upon maintaining orderly work sites on con- 
struction projects. When men work in a neat, orderly 
environment, they become careful instead of reckless, 
responsive to orders instead of defiant of them.” 

The speaker was J. A. De Luca, Jr., safety superin- 
tendent of the E. I. du Pont de Nemours & Co., Con- 
struction Division. Twenty-six full-time safety direc- 
tors report to him from Du Pont construction sites all 
over the United States. 

Photos on this page, taken at Du Pont sites, show 
how the company’s intensive efforts pay off in spic- 
and-span project appearance. And as is so often the 
case, good housekeeping and stellar safety performance 
go hand in glove. Du Pont’s Construction Division is 
no exception. Its 1960 accident frequency rate was 0.79. 


“Orderliness” is the watchword 


But, oops! we slipped when we said, ‘“Housekeep- 
ing.”” De Luca long ago discarded that label in favor of 
“physical orderliness.” He maintains the word “house- 
keeping” calls to mind for most people little more than 
clearing the floor. 

In a company pamphlet, De Luca takes a deep breath 
and defines physical orderliness this way: 

“In the Du Pont Construction Division, by concept, 
definition, and experience, physical orderliness means 
specifically : that at any moment, hour, or day, all and 
every piece of equipment, tool, material facility or ap- 
paratus shall be stored, stacked, located, placed, tem- 
porarily erected, temporarily spotted, or set up for 
manipulation in such a manner as will render accidents 
highly improbable and give the direct and obvious im- 
pression of a clean and orderly work place. This ap- 
plies to the interior of bins, cabinets, and rooms; 
cubicles as well as whole floors, buildings, yards, and 
areas. This requirement by necessity means that all 
facilities at all times will be erected, placed, or stored 
parallel to or at right angles with some base line, such 
as an interior wall, an exterior wall, a building line, a 
fence line or similar point of reference .. .” 

These pictures take that definition out of the com- 
pany brochure and into the field. @ @ 
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NEWS FROM AO 


New Hear-Guards protect ears . . . reduce 
harmful noise but let in normal conversa- 
tion. Soft, sanitary, molded white plastic in- 
serts, available in 3 sizes. 


New unit first aid kits, with blaze orange 
lettering you can really see. . . 4 sizes de- 
signed for ease of location in an emergency. 


New AMBU* Rescue Breathing Equipment, 
a portable resuscitator that can be used 
anywhere, goes to work in seconds, simple 
enough for anyone to operate. 





New: for daily protection and emergency first aid 


Here are three recent AO introductions 
which are all-important to a complete 
safety program. New Hear-Guards offer 
noise attenuation superior to any other 
type of ear plugs now on the market. 
Easy to insert and comfortable to wear, 
three sizes (small, medium and large) 
in different colored carrying cases insure 
the right fit for each wearer. 

You can’t miss the blaze orange letters 
on the new 10, 16, 24 and 36 unit first aid 


kits. Easy to locate, the rugged steel cases 
have built-in wall brackets, carrying han- 
dies and snap locks. Rubber gaskets seal 
out dirt and moisture. Each kit contains 
the highest quality first aid materials, 
with individually marked packages and 
instructions on use. 

When artificial respiration is needed, 
every second counts . . . and AO’s new 
AMBU Rescue Breathing Equipment is 
ready to go to work fast. Portable kit 


contains foot-operated suction pump, to 
clear throat and mouth if needed, and 
easy-to-use resuscitator. Requires no elec- 
tricity or other connections; the ideal 
supplement to mouth-to-mouth rescue 
breathing. 

For further information on any item, 
contact your nearest AO Safety Products 
Representative, or write for detailed 
product literature. 

*AMBU is a Trade Mark 


Your Surest Protection... AQ SURE-GUARD Products 


American Optical 


COMPANY 


SAFETY PRODUCTS DIVISION + SOUTHBRIDGE, MASSACHUSETTS 

















No difference ’twixt new and old 


CiivE HAINLINE, a laborer, worked close to zinc proc- 
essing equipment at the National Zinc Co. plant in 
Bartlesville, Okla., from 1936 to 1957. He suffered 
increasing weakness and was assigned in March 1957 
to other work. By February 1958, he was no longer 
able to work. 

Hainline had emphysema, which had no origin in his 
employment. His only claim was that working close 
to zinc fumes aggravated his condition. 

His employer argued that “poisoning,” under Okla- 
homa law, refers to a condition created by a foreign sub- 
stance on the job, and not to the aggravation of a pre- 
existing condition. 

Hainline countered there is no difference between 
aggravation of a prior condition and contracting a new 
illness, if they are due to close contact with industrial 
fumes. 

The court reasoned that, since the act must be liber- 
ally construed to favor the employee, the word “‘poison- 
ing” should not be so strictly interpreted as the em- 
ployer suggested. It held that “poisoning” could also 
be the aggravation of an unrelated preexisting disease. 

Claim allowed. 


National Zine Co. v. Hainline: Supreme Court of 
Oklahoma, 360 P. 2d 236 (January 10, 1961). 


Only one claim for one accident 


Rosert BoruM, an employee of American Motors 
Corp., was injured on the job on March 31, 1955. He 
promptly filed a claim and received benefits. 

On March 10, 1959, after the period for filing 
claims had lapsed, he filed a new claim for the ac- 
cident, alleging he would offer ‘‘medical evidence con- 
cerning traumatic-neurosis which was unknown to 
science” when his application was first heard. 

The court paid little heed to his argument, stating 
that advances in medical science do not create new 
claims under the act. One accident gives rise to one 
claim. When that claim is closed, no further benefits 
can be had. 

Claim denied. 


Borum v. Industrial Commission: Supreme Court of 
Wisconsin, 108 N.W. 2d 918 (May 2, 1961). 


Any reasonable connection enough 


O. E. Karicer, an employee of Kariger Motors, Inc., 
stopped every morning on his way to work and de- 
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HT OFF THE DOCKET 


Court decisions in disputed compensation cases 


posited company funds in the bank. On February 1, 
1957, on his way home, he was killed in an automobile 
accident. The deposit he should have made the follow- 
ing morning was found in his coat. 

His widow argued that all that was necessary in 
order to qualify for benefits was a reasonable casual 
connection between the accident and the employment. 
The company argued that under this doctrine, Kariger 
could be working 24 hours a day by merely holding 
the deposit in his coat at all times. 

The court held the compensation act is to be liberally 
construed. Any reasonable causal connection between 
the activity at the time of the accident and the employ- 
ment would be sufficient to call for benefits. Kariger 
was carrying funds home in order that he could make 
the deposit on his way to work the following morning. 
The reasonable connection was there. 

Claim allowed. 


Kariger Motors, Inc., v. Kariger: Indiana Court of 
Appeals, 173 N.E. 2d 916 (April 18, 1961). 


Employee or contractor? 


SERVICE TRUCKING Co., an interstate trucking com- 
pany with Maryland headquarters, leased a truck and 
trailer from Marine, a man who had no ICC permit. 
One of the terms of the lease provided that Service 
“has the right of dominion, supervision and control of 
the equipment.” On a trip from Maryland to Florida, 
Marine was killed in a collision with another truck. 
The only question involved was whether Marine was 
an employee or an independent contractor. 

The court held the lease gave Service Trucking Co. 
the right to control the equipment, but not the driver. 
He was free to complete his task as he saw fit, and was 
therefore not an employee. 

Claim denied. 


Marine v. Service Trucking Co.: Maryland Court of 
Appeals, 170 A. 2d 188 (May 9, 1961). 


Don’t mistake umbrellas in New Jersey 


GuIsePPpE DENARDIs was an inside construction worker 
for Stevens Construction Co. 

On October 14, 1959, he and a fellow worker, Car- 
men, took umbrellas to work. They left their umbrellas 
in a small cloakroom. When Guiseppe prepared to 
leave, Carmen told him he had taken Carmen’s um- 
brella instead of his own. There was no argument. 

The next day, DeNardis and Carmen met in the same 
room before work. Carmen had DeNardis’ umbrella 





and wanted to show it to him, but DeNardis said he had 
no time. When DeNardis turned his back, Carmen 
picked up a sledgehammer and started to beat him. 

DeNardis screamed, “What are you doing?” 

Carmen answered, “I am going to kill you! You 
stole my umbrella!” 

The legal question was whether a claimant who was 
assaulted by a blind or irrational force, such as lunatics, 
drunks, or small children, was entitled to compensation. 

The court ruled it was not likely that DeNardis 
would have suffered these injuries at some place other 
than his place of employment, and thus there was a 
direct causal connection between his work and his in- 
juries. 

Claim allowed. 

DeNardis v. Stevens Construction Co.: New Jersey 
County Court, 169 A. 2d 232 (March 16, 1961). 


Death came quickly 


Rospert W. Rowan, a relief pumper for Magnolia 
Petroleum Co. near Davenport, Okla., was paid, in ad- 
dition to his salary, mileage for driving to and from 
work, plus a bonus of $1 a day for his car. 

His car was a Model A Ford. On October 27, 1958, 
he had trouble with it. That afternoon, he left work 
to go home to fix his car. While he was cranking the 
motor in his own backyard, the car started, and dragged 
him some distance. Robert died as a result of his in- 
juries. 

His widow contended he was paid for the use of the 
car, and therefore making necessary repairs on it was 
incidental to his job. 

The court held that while Rowan was paid for mile- 
age, the repair of his own car was a purely personal 
matter. It was in no way work-connected. 

Claim denied. 

Magnolia Petroleum Co. v. State Industrial Commis- 


ston: Supreme Court of Oklahoma, 361 P. 2d 477 
(February 25, 1961). 


No accident—no claim 


ANTON J. HLapkKy was a grinder in the truck body 
equipment plant of Omaha Body & Equipment Co. On 
November 2, 1956, he was assigned to operate an air 
hammer riveting gun. He had never done this before. 
The job made him very nervous, shaky, nauseated, and 
ill. He worked at this job 2 days. He became violently 
ill, paralysis developed, and he died later. 

Hladky’s widow argued his death was caused by his 
employment on a job he couldn’t handle and was as- 
signed against his will. The employer argued that only 
accidents are covered by the act, and that no accident 
was involved. 

The court held that normal exertion required in a 
job does not constitute an accident under the act. Here, 
there was no showing of anything accidental. 

Claim denied. 


Hladky v. Omaha Body & Equipment Co.: Supreme 
Court of Nebraska, 109 N.W. 2d (May 5, 1961). 


Circle No. 27 on reader service card 


HAND PROTECTION 
4, NEED NOT BE A WORRY. 


PUT National ON THE JOB! 
@, NAPAXSGOAT 


Here is comfortable, easy to weor, 

complete hand protection that gives 

7 moximum flexibility and FIRM non-slip 

grip . . . and the natural lanolin in the 

Napa leather keeps hands in good condi- 

tion. They're absolutely durable, water and 

oil repellent and ideally suited for all tough 

jobs! Comes in Band Top and Knit Wrist styles 
for both men (M-L) and women (S-M-L). 


-eeand the Buffer 


Pressure impregnated with tough vinyl 

plastic . . . gives you real economy — ovt- 

wears regular canvas as much as 6 to]... 
Here is superior wearing quality — Available in 
both Slip-on (illustrated) and Knit Wrist styles. 


Write for complete detailed information. 


GLOVE, INC. 
COSHOCTON, OHIO 








WITH THE 


CARBON MONOXIDE INDICATOR 


THIS REMARKABLY SIMPLIFIED IN- 
STRUMENT INDICATES CARBON MON- 
OXIDE PERCENT IN THE AIR SAMPLE 
TESTED BY MEASUREMENT OF 
CO-STAIN IN THE IN- 

DICATING TUBE. 


SAMPLER 
CDE 


ov Requires no color matching — is 
independent of operator's color 
perceptiveness. 

¢v Accurate and dependable over wide 
range of lighting conditions. 

¢¥ Not affected by presence of other 
gases normally encountered in 
safety testing (nitrous oxide, sul- 
phur dioxide, methane, etc.) 


, + 
INDICATING 
TUBE 
CC-333 
RANGES: 
0-0.2% CO 
(0 to 2000 Parts CO 
per Million Parts of Air) 
0-0.5% CO 
(0 to 5000 Parts CO 
per Million Parts of Air) 
M-31A For complete particulars, send for Leaflet 890C 


BACHARACH INDUSTRIAL INSTRUMENT CO., 200 N. BRADDOCK AVE., PITTSBURGH 8, PA. 
Send me a copy of MONOXOR CO Indicator LEAFLET 890C 


NAME 
COMPANY 
STREET. 

CITY AND STATE 


Circle No. 26 on reader service card 


August 1961/Occupational Hazards/41 





rotection-PLUS 


* 


Circle No. 28 on reader service cord 
42/Occupational Hazards/August 1961 





BAUSCH & LOMB 
SAFETY 
PRODUCTS 


Bausch & Lomb Safety Products are more than com- 
petitive. They have to be. They provide added measures 
of safety, durability, efficiency, comfort, attractiveness. 

For example, Bausch & Lomb Hard Hats are superior 
because they are designed to meet specific hazards; be- 
cause their suspension system embraces all the features 
for comfort, cleanliness and economy. 


SPOSHSHHSSSSHSSEHSEESHEESSEHEEEHESESSSSSHSHHSSSSESESEESHE SEES ESEHS SHES ESHEEEHHEEHESEHEHESESESEHTEHEEESEESEH SHEE ESE SHHH OHH EEEE HEHEHE OE ESE 


means value added | wort prctersnce 


eee 


SOSSSHSSSS SSE SEEHSEEEESESEEESEEEESEE ESE SESSESHEEHEEHSEEEHHESEEEESEEHEEHEH OHHH EEE EEEEHEE SESE EEHESEHEEHE SESE SHES ESHOOHESESESESESE EES 


In protection for the eyes, Bausch & Lomb Safety Perhaps the biggest single economy of Bausch & Lomb 
Frames and Bal-SAFE lenses consistently lead the field. Safety Products lies in their tradition of quality coupled 
A complete program of interchangeability of spectacle | with their factor of interchangeability. 
or goggle parts, special comfort features, extra strength Users of Bausch & Lomb equipment find that modest 
—and amazing extra Bal-SAFE lens impact resistance inventories provide optimum protection over a wide 
—give Bausch & Lomb eye safety products unchallenged _—range of job hazards—and that intrinsic quality length- 
quality leadership. ens product life. 

One of the industry’s most efficient devices for pro- Keep it safer at your plant with the safest of safety 
tection against noise hazard, the “Quiet-Ear” Protector, equipment. You yourself are safest when your standards 
guards against distraction and injury due to high- require the added value of Protection- ria Safety 
frequency noises such as jet engines, riveting, sand Products by Bausch & Lomb. 
blasting and many others. 


Got your free copy? 


BAUSCH & LOMB INCORPORATED 
90420 Lomb Park, Rochester 2, N. Y. 


Please send my free copy of Safety Portfolio, “Helpful 
BAUSCH & LOMB Hints for the Man Responsible for Safety.” 


Protection-PLUS 
Safety Products 


protection -+- economy + worker acceptance 
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[J icone pp ite orem ens a a 


contaminants 
4 ” off 


FAST! 


HAWS SAFETY SHOWERS 
send torrents of rushing water 
from all angles — washing away 
dangerous irritants in a hurry! 
Slap open the conspicuous “Push 
to Operate” valve. Hard-running 
streams from 10 adjustable noz- 
zles drench victims in seconds. 


You can depend on HAWS for 
the instant, positive first aid so 
vital until medical help arrives. 


This “Safety on tap’ can mean 
the difference between temporary 
irritation and permanent injury. 
Get the facts! Write for HAWS 
new safety catalog. Do it today! 





Valve shown 
three-quarters 
open. 





DRENCH SHOWERS 


a product of 


HAWS DRINKING FAUCET COMPANY 
1443 Fourth Street * Berkeley 10, California 


19 Columbus Avenue 
San Francisco 11, California, U.S.A. 
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COMPENSATION 


changes in 


STATE LEGISLATIVE hoppers were 
still crowded with proposed bills 
bearing on workmen’s compensation 
and occupational disease as we went 
to press. Almost invariably, the 
trend of approved amendments was 
to broaden coverage and increase 
benefits. 

& Colorado, effective July 1, put 
through a number of changes in its 
occupational disease act. The law 
now covers more diseases, all listed 
in the amendment. It provides ad- 
ditional hospital and medical bene- 
fits. It sets up compensation from 
the second injury fund for silicosis, 
asbestosis, and anthracosis. Under 
specified conditions, the amount 
payable to the second injury fund 
is raised. Time limits for filing oc- 
cupational claims are 
changed in considerable detail, by a 
section (81-18-11) bearing on dis- 
ease that results from radiation ex- 
posure. 

& Connecticut legislators got a 
“ves” recommendation from the 
labor committee on a compromise 
bill that would hike scheduled bene- 
fits and eliminate coverage for casual 
employees like temporary garden- 
ers. The bill would retain coverage 
for everyone who employed two or 
more people, however. 

® Florida considered legislation 
that would put deputy workmen’s 
compensation commissioners on full 
time at $12,000 a year each. Com- 
missioners could not practice law 
during their terms in office, and no 
more than 15 commissioners could 
be appointed. State Senator Harry 
Stratton introduced the measure at 
the request of the Florida Industrial 
Commission. A similar bill was 
vetoed by former Governor Collins 
2 years ago. 

& Hawaii, effective May 25, in- 
creased to 2 years the time you can 
file a compensation claim after 
you're hurt. It barred claims for in- 
juries and certain occupational di- 
seases unless they are filed within 2 
years after you learn the injury or 
disease was due to some on-the-job 
cause. 


disease 


the law 


& Maine previously killed an at- 
tempt to eliminate time limits for 
benefits paid for permanent total 
disability. It also killed a bill in- 
tended to boost maximum weekly 
compensation from $39 to $45. The 
legislature did pass, effective No- 
vember 30, 1961, an amendment 
that changed the method of declar- 
ing whether you, as an employer, 
would or would not come under the 
compensation act. 

& Maryland, effective June 1, 
cut the maximum period for com- 
pensation for temporary total dis- 
ability from 6 to 4 years. It elimi- 
nated the previous maximum of 
$5,000 for temporary total disability 
payments. The State tacked on cov- 
erage for specific groups: volunteer 
fire companies and rescue squads in 
Prince George’s County, prisoners 
who work for Anne Arundel Coun- 
ty. 

& Oklahoma, effective April 26, 
no longer recognizes dairy farming 
as a hazardous occupation. 

& Oregon, effective August 9, 
added diseases of firemen to the list 
of compensable 
seases. 

®& Rhode Island, as of May 24, 
made several changes in the limits 
on medical and surgical benefits. 
Limit now : $600, if the employee is 
hospitalized no more than 14 days; 
$1,200, if he is hospitalized longer 
than that. Special allowances are 
made for specified treatments. 
Eighteen other bills involving com- 
pensation law were pending in the 
legislature in mid-June. 

& Vermont found disagreement 
between representatives of labor 
and industry on a proposed bill to 
kill the schedule of 19 occupational 
diseases now in the law, and to cov- 
er any disease incurred in the course 
of employment. Labor didn’t like to 
drop from coverage workers who 
were employed in granite quarries 
before 1939. Industry didn’t think 
well of broadening the whole base 
of the law, complained the proposal 
would almost double compensation 
insurance premiums. ® ® 


occupational di- 





Cost of Foot Injuries 


continued from page 31 





In Illinois, for example, while the 
average toe injury is right around 
the NSC estimate, average foot in- 
jury costs run $678. 

In the Province of Ontario (Can- 
ada), foot and toe injuries are 
placed in a single category. Average 
compensation costs: $354.90. 

Of course, compensation costs 
represent only part of the bill. 
Illinois figures for 1959 give you an 
idea of the effects on production. 
There, the average toe injury meant 
51 days of lost time for the injured 
worker. Average recuperation pe- 
riod for a foot injury: 196 days. 

Those figures show how seriously 
foot and toe injuries cut into pro- 
duction efficiency by sidelining the 
experienced worker. Fringe benefit 
insurance costs also add to the bill. 

Your only solution to the cost 
problem is prevention. The cost of 
a well-organized foot safety pro- 
gram is peanuts compared to the 
price you pay for foot and toe in- 
juries. © © 





KENNEDY 
HEAD SNUGGER 


Winter Liners 


ESSENTIAL for 
outdoor workmen 


Kennedy Head Snuggers, as liners under safety 
hard hats, provide the necessary protection 
against cold, wintry blasts. Made of strong san- 
forized materials, completely washable. Hold 
their shape and color. An outstanding buy in 
winter liners. 
TOPS IN WARMTH 
COMFORT and SAFETY! 
The Original and Only ‘‘Head Snugger"’ 


SPECIAL MODELS for LINEMEN 
With molded KLIKON buttons—no metal parts. 


Write for information 


KENNEDY- 
INGALLS, Inc. 


3735 NORTH JS5TH STREET 
MILWAUKEE 167 WISCONSIN 
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1+1=3 7 


Pretty good trick if you can do it—and you can! Buy 
a Geerpres twin tank outfit and a convertible bucket. 
With these two you have a single bucket for small 
fol (-Yo]atav] oN Co) ol Wao ME AZM (ola @MelUliil Mm (elm (olael-Maiice) ol ollare) 
jobs and a three bucket train. for major cleaning 
operations. Secret? . Built-in hooks, which tie the 
two units together instantly, are standard on all 


_™* 


favo} oX-1am elt lit] l-1am-te[]] 0) ol-te MM @1-1-ig oe ahi 


NS | 


fpedagrntgtce Sis 





Quality construction at a budget price! 
Folds down to 42" x 4!/," x 19//,". Vinyl- 
impregnated fabric bed. Adjustable head 
piece. Handles designed for easy carrying. 
Complete — $89.50 


4 
SINGLE LOADER 
AMBULANCE COT 


Efficient @ Low Cost © Engineered for 
Strength. Extra-wide wheel track protects 
against tipping. Adjustable head and foot 
rest. Foam mattress, Koroseal cover. 
Complete — $225.00 


tHe Bomgardner manuracturine co. 
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Don’t Use Standards 


continued from page 23 





but some companies feel a prize- 
winning safety record is good 
public relations. A lot of com- 
panies will go to any amount of 
trouble, including suppressing 
accidents, to win safety awards, 
just for publicity. 


Q. Can ASA methods be used suc- 


cessfully to compare accident 
prevention results among plants 
in the same company ? 


I don’t think so. Safety directors 
of various plants in the same 
company may gloss over their 
records because of home office 
scrutiny—especially if the home 
office safety director can’t visit 
the plant very often. Unless a 
really bad accident occurs, there 
is a great tendency to fudge. I 
think this is becavse the competi- 
tive pressures within a large 
company are greater than those 
in a one-plant company which is 


merely competing against others 
in its field. 


Do frequency and severity fig- 
ure tend to obscure the real pur- 
pose of a safety program (ac- 
cident prevention) ? 


Emphasizing these figures en- 
courages a tendency to mini- 
mize injury severity and sacri- 
fice the employee’s well-being in 
order to look better on paper. A 
safety director who does this 
fools only himself. In his zeal 
to maintain that zero frequency 
and severity rate, he overlooks 
the real purpose of the statistics : 
to show him where the weak 
spots are in the safety program. 
I have known companies where 
employees were badly injured— 
suffered, say, a compound frac- 
ture, or had to have a finger am- 
putated—but at the end of the 
year, the companies showed no 
lost-time accidents. I know of 
accidents which have been kept 
from a plant’s home office be- 
cause to report them would have 


meant forfeiting company-wide 
recognition and a money award. 

I ask you, Why do companies 
keep special jobs in reserve for 
handicapped people, such as 
sorting old rusty bolts and nuts? 
Possibly special placement would 
be needed for an individual fully 
recovered from an accident but 
still incapacitated for his old 
job. However, there would al- 
most certainly be more useful 
and permanent employment for 
him in the company. 

I have been in industrial safe- 
ty 17 years, and I was a law en- 
forcement officer 5 or 6 years 
before that, but I’ve never been 
able to get a satisfactory answer 
from a safety man on accident 
frequency and severity until he 
stopped quoting statistics and 
told me how many employees he 
had in his program, how many 
man-hours they worked in what 
kind of job, and how big his 
company was. 


. Do you know of any specific 


cases in which standard accident 





NOW ... it’s E-A-S-Y to conduct a CAMPAIGN FOR OFF-THE-JOB EMPLOYE SAFETY 


SAVE LIVES — SAVE INJURIES — SAVE MONEY 

for your organization with a “proven” OFF-THE-JOB SAFETY EDUCATIONAL 
PROGRAM to encourage employes to install and use safety belts in thei: 
personal cars. The “Beam’s Plan” was designed after actual experience in 
helping conduct employe safety belt campaigns for some of our nation’s 
largest industries. Now you can give your employes BOTH “On-the-Job” 
protection and “Off-the-Job” protection with . . . 


(TT NOR®) 
SAFETY BELTS 





And under the “Beam’s Plan” you can offer your employes safety belt 
protection at a special discounted price. FREE materials are available to 
help you develop a successful safety belt program within your organiza- 
tion — 16 mm sound safety films, posters, folders, sample letters, time- 
table, order envelopes, color swatches, sample belts (complete descrip- 
tion included in the portfolio). All or any part of the plan is available 
for use in conducting your safety belt program. WRITE NOW FOR YOUR 
FREE COPY OF THE “BEAM’S PLAN” . . . without obligation. 


Se ae ee See ee ES ET 


j PLEASE SEND ME A COPY OF THE “BEAM’S PLAN” 
I NAME 


Free 


FOR SAFETY CONSCIOUS BUSINESS, 
INDUSTRY AND GOVERNMENTAL AGENCIES 


PE 2-2275 





NO. OF EMPLOYES.... 





ORGANIZATION 
| ADDRESS 





i CITY. STATE 
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statistics have been misused or 
ignored to win safety contest 
awards? If so, what? 


Not too long ago I was at a plant 
where, shortly before, one man 
was killed and several others 
must have been severely injured. 
At the end of the year this same 
company won a national safety 
award. Of course, there are 
many safety awards given by a 
number of different agencies, 
such as the National Safety 
Council, State and local govern- 
ments, insurance companies, and 
so on. Also, many companies 
report their safety records by 
divisions, which could have hap- 
pened in this case I mentioned. 
It’s almost always possible to 
get some kind of safety award. 


Can you suggest why some com- 
panies with strong safety pro- 
grams seem to come out second 
best almost every year in inter- 
company contests, while other 
companies with apparently no 
stronger programs almost 
invariably take first place posi- 
tions ¢ 


It’s possible that the company 
which comes out second best is 
more conscientious in reporting, 
which would indicate a real in- 
terest in safety and a desire to 
have a good program. A strong 
program cuts down on the time 
available to finagle or distort 
safety statistics. Also, a stronger 
program could result from un- 
fortunate past experiences or an 
inherited situation. 

The important thing, really, is 
not what the statistics say at the 
end of the year, but how many 
people are more conscious of 
safety this year than last and 
how many have been saved from 
injury or disfigurement. A com- 
pany with a lesser safety pro- 
gram tends to use statistics to 
justify its existence. 


How can accident statistics best 
be used to prevent injuries ? 


You can publicize these records 
to prevent similar accidents. We 
have had an interesting problem 


continued on next page 





14° HIGH 


HIGHEST-RATED, LOWEST-PRICED (*11°:. 
22 LB. DRY CHEMICAL EXTINGUISHER 





Now — thanks to the new Kidde Kompact 
—here’s high-power fire protection at a 
rock-bottom price! Highest-rated, lowest- 
priced 2% lb. dry chemical extinguisher 
on the market, the new pressurized Kidde 
Kompact packs as much fire-killing power 
as extinguishers costing twice the price. 
Equal to eight one-quart carbon tet units, 
the new Kidde Kompact mounts snugly, 
works simply — just lift the handle and 
press the lever. 

And... there’s no recharging needed. 
Just unscrew the used cylinder, replace 
with another, only $3.95. At the low, low 
price of just $11.95, no one should be with- 
out a Kidde Kompact. U.L. and U.S.C.G.- QUICK 
approved. For more information, see your REPLACEMENT, 
dealer or write Kidde today! : CYLINDER 


Kidde ® ONLY $395 


Industrial and Marine Division 
Walter Kidde & Company, Inc.,848 Main Street, Belleville 9, N. J. 
Walter Kidde & Company of Canada Ltd., Montreal—Toronto— Vancouver 
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Don’t Use Standards pitches in to prevent other in- 
continued from page 47 juries. , d i 
Records of medical attention 
on small accidents are warnings 
at times, because we had no that a safety program is falling 
mishaps to point to when we down. Once a reportable ac- 
talked about safety. We had to cident occurs, the damage has 
sell safety very generally, and it been done. 
was difficult to keep people from 
getting careless, because (they 
said) “we never have any ac- Is the standard formula that 
cidents.” However, if we do says indirect accident costs equal 
have an accident, everyone takes 4 times direct costs valid? 
a new interest in safety, looks 
for unsafe situations, and really A. This is a questionable formula. 








you can always count on EB dependability 


THE E&J 
EMERGIKART 


RESUSCITATOR 
INHALATOR 
ASPIRATOR 


Every in-plant safety pro- 
gram should include the 
inexpensive but always 
dependable E&J Emergi- 
kart. Highly mobile, it rolls 
easily on large (4”) rubber 
casters—a feature your 
plant nurse will appreciate. 
It’s ready to use in seconds. 


See the E&J Emergikart in action! Ask your 
E&J dealer for a demonstration, or write for 


® Bulletin No. 2490-B, Dept. OH-8. 
OHIO CHEMICAL & SURGICAL EQUIPMENT CO., MADISON, WIS. ¢ OHIO CHEMICAL PACIFIC CO., BERKELEY, CALIF. 


OHIO CHEMICAL CANADA LIMITED, TORONTO, ONT. « AIRCO COMPANY INTERNATIONAL, NEW YORK CITY 
(Divisions or subsidiaries of Air Reduction Company, Inc.) 
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It has remained the same for 
years, even though costs of pro- 
duction and labor are increasing 
all the time. To make a mean- 
ingful report on indirect costs, 
a safety director would have to 
get all sorts of other costs in 
the company — virtually audit 
the books and involve everyone 
in the organization. 


Do workmen’s compensation 
cost figures offer any better in- 
dex of the success of a safety 
program than frequency and 
severity figures? 


I think so. They reflect medical 
costs, so we get a truer picture 
of our accident experience. 
Workmen’s compensation costs 
would serve as an even better 
index if we could be sure they 
were compiled accurately and if 
a measurement could be devised 
which would be based on total 
accident experience, including 
injuries that involve only medi- 
cal costs. There would have to 
be an allowance for the differ- 
ences in the way people them- 
selves treat injuries. Some want 
medical attention for every little 
thing—others wait for it until 
they’re hurt fairly seriously. If 
accident statistics are to be used, 
they should be broader and cov- 
er medical costs as well as lost- 
time injuries. 

The ASA standard assigns 
so many days of lost time to a 
company when an _ employee 
loses a finger at the first distal 
joint. Actually, he probably 
could go back to work the next 
day. It’s at this point that stand- 
ard statistics become unrealistic. 

At Ansul, we count it a lost- 
time accident if the individual 
does not report for work the 
following day, as is required by 
the Wisconsin Industrial Com- 
mission. An injured man is not 
allowed to return to work unless 
the doctor says he can. Then he 
goes to his regular job. We will 
change his job if his physical 
condition requires it, but we do 
not make jobs for him. We 
don’t give two hoots about our 
record—our primary concern is 
with the welfare of the indi- 
vidual and the morale of the 
other employees. © ® 





ODUCTS 


Pictures and information here come from manufacturers, 
and represent their own assessment of their products and 
services. To obtain more details about any item, circle the 
correct number on the reader service card and mail the 


Disposable shop towels 
Kimberly-Clark Corp. Kimtowels 
are useful for a variety of heavy- 
duty wiping applications in shop and 
factory. The best feature is that they 
are reusable. Bearings and_ gears 
can be cleaned, gauges polished, oil 
and chips picked up, and still the 


Kimtowel can be used again. Laun- 
dering cost for cloth towels and rags 
is eliminated. Kimtowels eliminate 
the inconvenience of counting, dis- 
tributing, sorting, and handling cloth 
towels. Special metal dispensers are 
available that may be locked to pre- 
vent pilferage. 
Circle No. 103 on reader service card 


Plastic side shields 
Plastic side shields, attached to 
temples of safety glasses, provide 


side and increase frontal protection. 
And they permit temples to fold flat 


card to us. No postage needed. 


when glasses are not in use. Designed 
for Fendall Multi-Fit bridge safety 
glasses, these side shields are avail 
able clear or green for glare reduc- 
tion. 


Circle No, 104 on reader service card 


Welding helmet 

Five fast, easy, headgear adjust 
ments and two interchangeable front 
frames highlight the Welsh Manufac 
turing Co.’s Warrior welding helmet. 


removable flotation pads, permanently 
buoyant expanded vinyl foam; light- 
weight ; resists gas, water, grease, oil 


Circle No. 106 on reader service card 


Drum handler 
Openhead - Drumaster 


Kughler i 
safely handles 55-gallon steel drums 
n seconds, this in- 


with open tops. I 
expensive drum handler slips on the 


Complete shell molding eliminates 
bolts, screws, washers, or nuts. Foam 
sweatband for extra comfort. One 


headgear, two front 
changeable 


frames, inter- 

between 

curved fiberglass shells. 
Circle No, 105 on reader service card 


straight and 


forks of any lift truck. The heavier 
the loads, the tighter the grip. Its ca- 
pacity is 2,000 pounds. Little Giant 
Products, Inc., manufactures the 


Safety jacket 


For bridge workers, dock workers, 
ship or off-shore rig workers — all 
who work near a water hazard. The eS “lt 
A : rumast 
Gentex Corp. Coast Guard-approved Circle No, 107 on reader service card 


vest safety jacket features buoyancy, mtinued on next page 
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New Products 
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Poison ivy, oak, sumac 


Bullard’s Formula acts immediately 
to provide cooling relief from itch- 
ing, and at the same time forms a 
protective film to dry up blisters. It 
eliminates spreading and possible in- 
fection. Free of all irritating chemi- 
cals, may even be used around the 
eyes. Color blends with the skin, 
easily removed with warm water. 


BULLARD'S F YRMULA 


y saaaente, CaF 
ane armrest ‘Al 
Dp milan 


Baie " cecal J 





Use it as frequently as needed. Pack- 
aged in l-ounce plastic bottles. 
Circle No, 108 on reader service card 





New Safety 
6” Tan 
Sport Shoe 


C-D-E Widths 


America’s Finest 
Glove Leather 


Dorsey. 


SAFE-T-SHOE 
Company 


CHATTANOOGA, TENNESSEE 


e 


#713 
New Tan 
Safety Oxford 


A-B-C-D-E Widths 


comfort 
plus sytle 
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Safety ladder 


This Ballymore Co. ladder features 
all-welded steel construction with 
smudge-proof synthetic finish for 
maximum durability. Its  caster- 
mounted base rolls under desks, office 
equipment, and machinery, allowing 


one man to work without the need to 
move furniture or machinery. The 
Model K provides overhang without 
sacrifice of support. The user’s weight 
on the first step engages the Bally- 
lock, which anchors the ladder to the 
floor. In sizes from 8 to 12 steps. 
Circle No. 109 on reader service card 


Multiple lockout 

The chance a man is still working 
on electrical lines or equipment when 
a switch or fuse box is reactivated is 
eliminated by this Industrial Prod- 
ucts Co. safety multiple lockout. Slots 


provide for six padlocks so that each 
workman may have his own padlock 
and key. The two ends fit most elec- 
trical equipment, even large-handled 
front switching. 


Circle No. 110 on reader service card 


Fire extinguisher 

Here’s a dry chemical fire extin- 
guisher effective on Class A, B, and 
C fires. The Foray is an Ansul Chem- 
ical Co. product. It is the first multi- 
purpose dry chemical to be offered 





in a complete line of hand portable 
extinguishers. Three sizes are avail- 
able in either cartridge or stored 
pressure types. Special prices offered 


on conversion kits which adapt to 
most Ansul hand portable extinguish- 
ers now in service. 


Circle No. 111 on reader service card 


Folding barricade 

Guard-Gate is a quickly assembled 
temporary warning device for plants, 
highways, police and fire depart- 


x 


ments. Complete with mounting for 


flasher warning lights, flares, signs 


or extra large flag shafts. Rubber- 
grip handles for easy opening, clos- 
ing, and carrying. This West Side 
Iron Works product comes in 4-, 6-, 
or 8-foot lengths. Reflectorized, 
traffic yellow cross bars assure maxi- 
mum night visibility. 
Circle No, 112 on reader service card 


Sanitary disposable gloves 
Sanitary disposable gloves, made 
of Visqueen polyethylene film (prod- 
uct of Visking Co., a division of 
Union Carbide Corp.) are marketed 
by Research Associates, Inc. They 
may be worn in laboratories for pro- 
tection from colorants and toxic ma- 


terials in assembly and inspection of 
bearings or small mechanisms. The 
durable Visqueen film is moisture- 
proof, odorless, unaffected by most 
acids or alkalis. Packaged in boxes 
of 100, 500, and 1,000. Dispenser ac- 
tion permits gloves still in the box to 
remain uncontaminated. 


Circle No, 113 on reader service card 


Busways 


The new construction of Electric 
Distribution Products, Inc., Uni-Bus 
feeder and plug-in busways provides 
four major benefits: high insulation 
efficiency, installation safety, lower 
weight, and increased resistance to 
damage from electrical 
improper handling. 


stresses or 
The key safety 


continued on next page 








fabric, with one-quarter inch openings. 
interfere with the normal flow i 


83 - 85 HOWELL STREET 





SAF-T-FAN-GARD 
GUARDS THE FRONT 


Designed for factories and institutions to protect personnel from bodily injury 


This fan guard prevents hand, arm and head injuries. 
u It is washable, mildew proof, non static, amd won't 
air. Cover protects 


Immediate delivery. Write direct to manufacturer, 


ROCHESTER SAFETY EQUIPMENT COMPANY, INC. 


GUARDS THE REAR 


Made of strongly woven cotton mesh 


and sides of fan as well as the front. 


ROCHESTER 7, N. Y. 
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Don’t take it for granted! Far more 
than a figure on your payroll, each 
of your workers is a unique and in- 
dispensable building block in your 
organization. His hands are trained 
in the exact skills you need to pro- 
duce and handle your product. He 
is entitled to the best in health and 
safety care that you can give him. 
Begin your all-important safety pro- 
gram by providing a good, safe, skill- 
fully formulated skin cleanser in both 
your men’s and women’s washrooms. 
It will eliminate much worker dissatis- 
faction at its source and prove itself 
an expense saver and production- 
booster over a period of time. For 
over thirty years, safety engineers and 
industrial hygienists have recom- 
mended Pax Lano-Sav Heavy Duty 
Granulated Skin Cleanser to help keep 
workers happy..washroom gripes and 
dermatitis compensation costs down. 


Heavy greases and industrial soils, 
tough lithograph inks or deadly radio- 
active isotopes of Phosphorous 32 and 
Iodine131...whatever the soil on your 
workers’ skin, Pax Lano-Sav Heavy 
Duty Granulated Skin Cleanser will 
remove it quickly and easily with no 
chapping, dehydration, irritation or 
inflammation of the skin. This has 
been demonstrated in controlled 
scientific tests. 

Like this fingerprint, Pax Lano-Sav 
Heavy Duty is the only one of its kind. 
Through the years there have been 
many imitators but no one has ever 
been able to duplicate or equal this 
Pax exclusive formula. So always look 
for the famous Rooster trade mark on 
your skin cleansing product. Insist 
on PAX...the name you can trust. 


2161-F 


G. H. PACKWOOD, MFG. CO. 
1545 Tower Grove Ave., St. Louis 10, Mo. 
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factor is the use of flame-resistant 


polyester fiber glass bus bar sup- 
ports instead of conventional ceramic, 


fiber, or rubber insulation. 
Circle No. 114 on reader service card 


Explosion-proof ovens 
safe1 


Meeting the demands for 
processing ovens in hazardous atmos 


phere is the Automatic Duplex Heat 
Control system by Modern Laboratory 








~ 


Equipment Co. 


A safety flash pilot 
lamp monitors improper functioning 





J od FV GY, 
LIFESAVER emergency shower 


instantly floods worker under a rinsing deluge... 
drowns flames, washes off acids, chemicals and fumes 


$-2075 Speakman LIFESAVER emer- 
gency shower. Size 1 inch. 8-inch cast 
brass self-cleaning shower head with 
adjustable face. Discharges 29 gallons 
per minute at only 30 Ibs. pressure. 


Accidents can slip through even the 
finest safety program. You protect 
your workers from these inevitable 
emergencies when you equip your 
plant or laboratory with Speakman 
LIFESAVER emergency showers. 
Carefully inspected and tested under 
water pressure, they assure durable, 
reliable performance under the 
hardest use. For indoors and outdoors. 


Speakman Safety Showers and 
Fixtures are available in many types, 
sizes and combinations. For 

complete descriptions, write to 

Dept. OH, ask for Safety BookletS-88-A. 


SPEAKMAN COMPANY 


WILMINGTON 99, DELAWARE 
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of the oven. Oven automatically shuts 
off in event of flash fire or overheat- 
ing. Processed materials are pro- 
tected from heat destruction. 

Circle No. 115 on reader service card 


Abrasive blasting hood 


A Duratex rubber-front apron and 
inner bib zipper-attached to the head- 
and-shculder canopy is one of the 
many new features on an improved 
abrasive blasting hood from Chicago 
Eye Shield Co. Apron or bib can he 


zipped on or off without replacing 
the whole canopy. Air travels from 
an air valve assembly mounted on the 
belt through a flexible hose to a dis- 
tribution which releases air 
through bags. Air is fil- 
tered. 


hose 
diffuser 


Circle No. 116 on reader service card 


Safety shoes 

Lehigh Safety Shoe Co. states that 
Living X-500 Leather makes shoes 
five times more resistant to scuffs and 
wear than ordinary leather. It can 
be rolled, stretched, crushed, stained, 
and still look like new. The leather 
treatment process employs urethane 
polymers. 


Circle No, 117 on reader service card 


Electric-eye smoke control 


Photomation, Inc., electric-eye unit 
guards against smoke circulated in 
air-conditioning systems. When smoke 
enters a system and cuts off a pre- 
determined light volume, the unit 
shuts down the fan and flashes a red 
danger signal. An audible alert sig- 
nal may be added as a plus safety ele- 
ment. 


Circle No. 118 on reader service card 





: Disposable gloves widths from 10-3/16 to 34-3/16 
Th Wiens ebbee Cate Tris- inches. It promotes both good house- 
Touch glove can let you feel every keeping and safety. 
tiny dot in a book of Braille. Ideal Circle No. 121 on reader service card 
for inspection work, small parts han- 
dling, and any industrial operation 
oF touch scnatahelig is important. Fiberglass ladder 
The American Allsafe Co. non- 
conductive, fiberglass-reinforced plas- 
tic ladder with polyurethane core is 
capable of supporting 2,000 pounds. 
Primarily for public utility mainte- 
nance, plant maintenance, construc- 
tion, and shipbuilding. It is light- 
weight, moisture-proof; requires lit- 
tle or no maintenance. 





These polyvinyl chloride gloves are 
only .006 inch thick, yet are very 
tough, with a tensile strength of 1,000 
to 1,200 p.s.i. Sizes are small, me- 
dium, and large. 


Circle No. 119 on reader service card 


Safety hammer 


A new line of soft-faced hammers 
eliminates thread stripping, broken 
or loose handles, and heads flying 
off. The nonslip thread feature is 
obtained by utilizing a floating nut 


CTAYe PUT! 


Your men may never have to stand on their 
hands ... but whatever the demands of the job, 
j , : you can be sure Hedgard will stay put without 
encased in polyurethene foam. Avail- the discomfort of a chin strap. 

able from New Plastic Corp. in 28 The exclusive Davis plastic, snap-in suspension 
hammer sizes from 4 ounces to 20 is designed to fit all head sizes snugly... and 
pounds, Interchangeable and replace- so comfortably, that your men will want to 
able faces in a full range of hardness. wear them! 

Siecle Che. AD a center dines ent The high impact Hedgard is available in a 
Dielectric or All Plastic model, unaffected by 
heat or cold. 
Magnetic sweeper In 3 colors: gray, white, yellow. @ Two adjustments to fit all sizes, 


@ Gripper surface hugs head snugly. 


@ Replaceable soft sponge sweatband, 


Steel or iron parts, chips, filings, Sane For Semen Es hee 
nails, tacks, and other bits of ferrous : 
scrap are rapidly removed from DAVIS EMERGENCY Co IN C 
aisles, floors, walks, lots, roofs, and | EQUIPMENT e7 e 
drives with Eriez Manufacturing 
ate bath iar?” eae ON Se In Canada: Levitt Safety Ltd., 747 Vaughan Road, Torento 
sweeper comes in six models with 


59 Halleck Street, Newark 4, New Jersey 
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Flammable Liquid Fires 


continued from page 25 





So this warning is basic to fire 
prevention in any company that 
deals with flammable liquids: 
Whenever a new chemical comes 
into your plant, find out at once 
what its fire hazards are and how to 
overcome them. Your local fire de- 
partment, your State or Provincial 
fire marshal, your insurance com- 
pany, the manufacturer of the 
chemical, the National Board of 


Fire Underwriters, or the National 
Fire Protection Association should 
be able to help you. Other indus- 
trial safety directors or fire chiefs 
will be glad to exchange informa- 
tion about new products, new proc- 
esses, new dangers. 

Here, we offer seven suggestions 
that apply to preventing fires among 
all kinds of flammable liquids. 


| Store separately 


This isn’t easy. Often, it’s ex- 





NS CLEANING 


Resp Sateny in Sight with the 


«OW can S$ €O. 


Incorporated 


Cortland 3, N. Y. 
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pensive. If you want to keep your 
plant and your business, however, 
you'd better do it. 

The Delco Radio Division of 
General Motors Corp., Kokomo, 
Ind., is an excellent example of 
what we mean. The plant stores 
flammable liquids in a_ separate 
building, well away from _ plant 
walls. The concrete block building 
is fire-resistant, sprinklered. Store- 
house equipment is UL- or FM- 
listed. Rules forbid keeping more 
of any flammable liquid in the plant 
than will be used during the day’s 
production. Excess flammable 
liquids must be returned to the 
storehouse each night, not left in 
the main building. 


GROUND THE DRUM to the safety 
can when you use the self-closing faucet 
to transfer flammable liquid from drum 
to container. 


This Delco building was designed 
for storing flammables. Many 
plants, because of ground space 
limitations, can’t put up comparable 
storehouses. In these cases, use 
storage vaults or special storerooms. 
Keep flammable liquids away from 
other materials. Protect them 
against heat. 

If you store flammable liquids in 
tanks rather than in drums, try to 
keep the tanks outdoors. Follow 
tank storage instructions written 
into the Flammable Liquids Code 
(No. 30) of the National Fire Pro- 
tection Association—and, of course, 
be sure you conform to local code 
restrictions. 

If you use only a few flammable 
liquids, in small quantities, you may 
be able to get by with special stor- 
age cabinets in production areas. 
Only approved safety cans should 
be stored in these cabinets. Don’t 
leave flammables in open containers. 
Keep the cabinets well away from 
heat, especially if you have pres- 
surized containers like those in- 





volved in the Margo-Kraft disaster 
we mentioned at the beginning. 

Wherever you have it, your flam- 
mable liquids storage area should be 
cut off from other areas by wall 
construction with at least a 2-hour 
fire-resistant rating. 


2 Plan transportation well 


In the typical plant sketched on 
page 24, travel routes for moving 
flammable liquids from storehouse 
to production areas are carefully 
planned to avoid unnecessary haz- 
ards. 

®& Flammable liquids move over 
wide aisles. That keeps them away 
from spark- and _heat-producing 
machines and processes. 

®& Welding areas are bypassed. 

B® Men may carry no more than 
essential quantities of flammable 
liquids from storehouse to job, and 
then only if they use approved 
safety cans. 

> If quantities great enough to 
require fork trucks must be moved, 
the trucks must be approved for ex- 
plosive atmospheres. 

® Routes are kept as short as 
possible, to avoid unnecessary 
movement. 

Whenever you can, arrange pipe- 
line transportation for flammable 
liquids. Any piping that may cor- 
rode should be protected with paint 
or some other coating. 


3 Cut off laboratories 


Far too often, manufacturers let 
their laboratories grow like Topsy. 
We have seen labs that were glori- 
fied closets without doors—labs that 
used all manner of flammable 
liquids, and were shut off from the 
outside world by nothing more than 
flimsy wooden walls. 

Any industrial laboratory is dan- 
gerous. A laboratory that uses 
chemicals is outstandingly so. So 
put it outside your regular produc- 
tion area. Close it off with fire- 
resistant walls and fire doors. Put 
it in a separate building if you can. 
Supply it with plenty of extinguish- 
ers, plenty of ventilation. Sprinkler 
it fully. 

Our typical plant is planned with 
its laboratory outside and to the 
right of the main building. 


4 Use approved equipment 


A plant in Ohio needed new cans 
to hold flammable liquids. The pur- 
chasing agent, an insurance inspec- 
tor told us, saved his company $24 
by ordering unapproved containers. 
The insurance premium on _ the 
plant jumped nearly $300 as a re- 
sult. 

You can’t always save that kind 
of money right away by using 
safety cans and approved storage 


cabinets and dispensing equipment. 
But you can give your company a 
lot of inexpensive fire protection, 
anyhow. 

The sketch of our typical plant 
shows an approved pump for trans- 
ferring flammable liquids from 
storehouse drum to safety can. If 
you dispense the liquids from drums 
stored on racks, you need special 
faucets that prevent escape of va- 
pors and flashback. Drums should 
be vented. 


continued on next page 











Prevent Accidenis— Cut Caste! 


vat MODERN Safety Drill Table 


Your maintenance operator tries to 


hold a small piece for drilling a small 
Or, he 


hole—and loses a finger. 


makes a complicated set-up — which 


slips. SAFETY in miscellaneous drilling 


operations pays big dividends. 


With the Modern Safety Drill Table, set-ups 
are safe, positive and fast. This table han- 
dies odd, irregular shapes without V-blocks, 
clamps or parallels — as well as dangerous, 
hand held small jobs. You just drop in the 
work and drill. Sizes for every need from 
8” to 2742" diameters. Guaranteed to save 
its cost in labor alone every 6 months. 


AL OFFER 


Let us put a Safety Drill Table 
in your plant, freight prepaid. 
Use it 30 days. Ship it back, 
freight collect, if you are not 
enthusiastic. 


Literature on 
Request 


MODERN MACHINE TOOL Co. 


2005 LOSEY STREET 


JACKSON, MICHIGAN 
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Save 
life 4 
& property 
saiset eens 
Falcon® 


* Simple visual inspection 
with new sight glass— 
added neatness of design. 


No one can place a price on the 
possible loss of lives due to fire. 
But Falcon Automatic Fire 
Alarms & Systems can give early 
warning of fire to protect lives 
and guard property. 


Falcon Automatic 
Fire Alarms and Systems are: 
e LISTED BY UL AND : 
ULC for use with 600 


ft. of ¥%” aluminum 
tubing 


@ SELF-CONTAINED (No 
wires or batteries) 


® FULLY GUARANTEED 


+». and they are tow in cost! 
Dealers Wanted 


WRITE for particulars — and 
free, informative “Sounds for 
Safety” folder! Dept. OH 


V FalCon® atarm CO., INC. 


SUMMIT, NEW JERSEY 











Style No. 200 Illustrated 


MAXIMUM PROTECTION for the 
entire foot. Easily and comfortably 
worn over the shoe. Metal shield 
provides protection for the entire 
foot. 


“SANKEY” TOE GUARD 


™, 


a, 


Style #702 Illustrated 


Toe protection with any type soft 
comfortable shoe or for the sensitive 
foot. 


Send for Free Brochure 


ELLWOOD SAFETY APPLIANCE COMPANY 
225 Sixth St. — O — Ellwood City, Pa. 
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The NFPA Flammable Liquids 
Code, as amended at the associa- 
tion’s annual meeting in May of 
this year, sets out these restrictions 
on storage cabinets: 

® No more than 50 gallons of 
flammable liquids may be stored in 
any cabinet, no more than 5 gallons 
in any container. 

® Cabinets must be made of at 
least 18 gauge sheet iron with 
double walls. 

® Each cabinet must be kept 
closed. 

® Cabinet doors must be la- 
belled, “Flammable — Keep Fire 
Away,” in large red type. 

® If local authorities think it 
necessary, cabinets must be vented. 

® Containers stored in cabinets 
must be approved safety cans. 

If you don’t need more than 10 
gallons of flammable liquids in pro- 
duction areas, you can, under the 
NFPA code, store them in safety 
cans—cabinets aren’t required. But 
it’s always safer to remove the un- 
used liquids to your storeroom 
when the day’s work is over. 

Flammable liquid storage tanks 
should be built of steel or concrete, 
unless the chemical demands a dif- 
ferent material. In any case, the 
tanks should conform to American 
Petroleum. Institute standards. 

Our drawing of a typical plant 
ends at the shipping room wall. 
Take it for granted that fuel for 
vehicles is stored outdoors in under- 
ground tanks, and that approved 
pumps transfer the fuel to truck 
tanks. 


H Ventilate well 


Ventilation, when you deal with 
flammable liquids, means more than 
bringing in fresh air. It means get- 
ting rid of dangerous vapors — 
vapors that may harm workers as 
well as cause fires. 

Fume-removal equipment, then, 
is vital in a fire prevention program. 
In almost all cases, vapors from 
liquids flame or explode; liquids 
themselves don’t. Get rid of the 
vapors, and you get rid of most of 
your fire hazard. 

Ventilation may require a com- 
plete system of hoods and ducts, or 


it may require no more than a single 
hood over a single operation. The 
amount and kind of ventilation de- 
pend altogether on the work you 
do, the kind and volume of mate- 
rials you work with, the size of 
your work area, and the number of 
workers you have. You need 
trated, experienced engineers to 
design your ventilating system. 

The sketch of our typical plant 
shows an approved spray booth in 
the upper right-hand corner. Don’t 
ruin the value of your own booths 
by permitting—as some plants have 
permitted—old paint cans and sol- 
vent containers to accumulate, along 
with dirty rags, along booth walls. 
A lot of fires have started because 
of this kind of housekeeping. 

Especially hazardous areas should 
have blowout panels, skylights, win- 
dows. One chemical plant we vis- 
ited in West Virginia was built 
against a hill. Blowout windows 
and panels vented explosions away 
from the main part of the building 
and toward the solid earth. The 
plan made for a long building, but a 
safe one. 


6 Load vehicles safely 


Major Carroll E. Shaw, deputy 
Connecticut fire marshal, told a 
meeting of the NFPA last Novem- 
ber that “much too little thought is 
given to the transportation of high- 
ly dangerous chemicals” and that 
“present ICC requirements for 
marking hazardous truck cargoes 
are grossly inadequate.” 

Shaw pointed out that even a few 
drums of rubber cement, paint thin- 
ner, or acetone in a mixed load can 
cause big fires. Yet, the Interstate 
Commerce Commission de mands 
only that loads of 2,500 pounds or 
more be marked “Flammable” or 
“Dangerous.” Shaw felt that la- 
belling all flammable liquid loads 
would protect public and firefight- 
ers alike far better than present 
rules require. 

Safe outside-the-plant transporta- 
tion of flammable liquids begins 
with loading, ends with unloading. 
Fast-sealing couplings that connect 
hoses to vehicles and tanks, ground- 
ing vehicles to prevent static sparks, 
inert gas to fill the vacant space in 
tanks partly empty, are common de- 
vices to make the loading-unloading 
operation less dangerous. 





A battery of NFPA codes out- 
lines detailed methods of maintain- 
ing fire safety while loading or un- 
loading flammable liquids. The codes 
include specifications for tank 
trucks. ICC regulations set safety 
standards for construction of rail- 
way tank cars, demand that warn- 
ing signs be posted and wheel blocks 
set in place while the cars are con- 
nected to storage or loading tanks. 


] Inspect often 


A photo at the beginning of this 
article shows a chemist inspecting 
glass laboratory equipment for 
cracks and leaks. The smallest 
vapor leakage may result in an ex- 
plosion and fire, when you work 
with flammable liquids. 

Carry this same kind of frequent, 
careful inspection over into your 
own plant. A leak from a valve or 
coupling, or from a vessel seam, 
can lead to the destruction of an 
entire business. A defective sprin- 
kler system, a badly damaged safety 
can, a corroded tank or container, 
may mean the difference between 
your job and joblessness. 

Inspection should make sure that 
your plant has enough of the right 
kind of fire extinguishers. The 
Neverman Oil Co., Menominee, 
Mich., for example, insists that 
normal precautions in loading and 
unloading flammable liquids _ be 
backed up by standby dry chemical 
extinguishers. Some manufacturers 
install inert gas systems that auto- 
matically flood flammable liquid 
fires. Others turn to foam systems 
to smother such fires. Whatever ex- 
tinguishing agent you use—and be 
certain it will work on the liquids 
you handle—see that extinguishers 
constantly are full and in good con- 
dition. Flammable liquid fires spread 
too fast to let you look around for 
usable firefighting equipment. @ ¢ 


Photos and some facts for this article 
came from Ansul Chemical Co., Dow 
Chemical Co., Factory Mutual Engineer- 
ing Division, Protectoseal Co., Titeflex, 
Inc., and Union Carbide Chemical Co. 





NEXT MONTH 


In September, we'll carry 
major articles on insurance, 
State safety codes, noise control. 
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NCSA erdalele)(-Wm ielelals 
retains flame resistance 
thru 15 washings 


Fow means new economy for 
. 
flame-proof clothing users 
F.P.W. a new green flame-proof washable fabric that re- 
ains its flame resistance thru 15 washings by laboratory 
tests! This longer life cuts your replacement costs to the 
bone. Hard finish sheds sparks and light molten splash. 
F.P.W., along with Wheeler quality workmanship is un 
EXCLUSIVE — stable. 
Wheeler F.P.W. costs have double thick collars, quick, 
* STRONG secure snap button fronts, no raw edges all hemmed 
or bound with flame-proof tape, and liberal overlaps to 
* LONG prevent gaps Sleeves have adjustable snap cuffs, and 
sizes are extra liberal to promote freedom of movement 
WEARING All. Wheeler F.P.W. garments are SANFORIZED! 


All these bonus values for a new, new low price. Ask 


* ATTRACTIVE our jobber today! 
* NEW LOW 
PRICES SEND FOR COMPLETE DETAILS 





LABORATORY TEST RESULTS 


No. of Afterflame Afterglow Cher Length 
Launderings Seconds Seconds inches 
[) 2% 
5 


—— MN 
10 2 13/16 
*Char Length i is still slightly less than that permissible (3'2") 
d CS 129-47, Page 3. 


WHEELER PROTECTIVE APPAREL, I 
EXCLUSIVE 228 WEST HURON STREET ° CHICAGO oy Fao 

















MINUTEMAN 
prevents emergoncics from becoming tragedios 


The Stephenson Minuteman Re- 
suscitator is essential in respira- 
tory emergencies where a minute 
may save—or lose—a life. The in- 
strument costs infinitely less than 
the first life it saves. 


Compact (24%” x 8%” x 7%”) and 
weighing only 28 pounds, the Min- 
uteman is a combined resuscitator, 
inhalator and aspirator. With an 
extra Midget attachment it will re- 
suscitate two patients and aspirate 
a third simultaneously. The Min- 
uteman is easily regulated to mix- 
tures from 100% oxygen to 50% 
oxygen, 50% nitrogen from _ the 
air. Pressures are adjustable from 
Adult to Infant, with manual over- 
ride when needed. 


1 STEPHENSON CORPORATION, Red Bank, N. J. 
1 ( ) Please send Minuteman Folder F-4 

; ( ) Please arrasge for demonstration 

! NAME 

; TITLE 

| STREET 

' 


, CITY 1 
In Canada — Wilson & Cousins, Toronto seeaeeece eseeceeeecacaa! 
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THE EASY WAY TO MOVE 
AIR « DUST - FUMES - MATERIALS 


Learning From Experience 


continued from page 37 





& Resumé of duties being performed when the ac- 
cident happened. 

® Accident description; the sequence of events. 

> Nature of the injury—part of the body affected. 

& Immediate and indirect causes. 

P Correction being taken to prevent a similar ac- 
cident. 


This NEW © 
catalog. Shows 
you Aow/— 


Include enough detail 


In making out your report, remember never to be 
brief at the expense of pertinent details. Don’t draft 
comments to fit the form; draft a report form to fit 
the comments. Don’t settle for one factor bearing on 
the accident. Include every last one of them. 

Finally apply your findings to other areas ‘of the 
plant. If you learned that worn floors, cluttered work 
stations, failure to wear safety shoes or safety glasses, 
contributed to the accident, reexamine housekeeping 
and protective clothing department by department. And 
spell out the contents of the report in your next safety 
newsletter, complete with the lessons they contain for 
all. © @ 


Made of strong, durable coated fabrics, wire reinforced, 
and in sizes from 114” to 36” i.d. Flexaust hose and 
Portovent duct have been used for thousands of money- 
saving installations since 1938. New Catalog 605 gives 
detailed selection, price and installation data. 


Sen Today for Your FREE Copy 


THE FLEXAUST COMPANY 
DEPT. CH-8 100 PARK AVE * NEW YORK 17, N * Y * 
Distributors in all principal cities 





Tear sheets of earlier parts of this series are free 

















INTRODUCING THE, = ep WY Tole] 7. eae) eV) oy -V 1 3 
ga:/O Maximum Cleansing Effectiveness Plus Positive Precaution Against Skin Irritation 


BEFORE 
WORK 
APPLY 











DURING 
AND AFTER 
WORK WASH 
WITH 


ga-jo 
CREME 
HAND 
CLEANER 


gojo 
LIQUID 
PROTECTIVE 


SKIN 
COAT 


GoJo 
mie1e iis) 
PROTECTIVE 


SKIN 
COAT 





Helping squelch trouble before it begins, 
new Go-Jo Liquid Protective Skin Coat 
creates an invisible, greaseless barrier 
that prevents dirt and irritants from enter- 
ing the pores, Liquid Protective Skin Coat 
does not impair sensitivity as do gloves 
and will not affect materials handled, 








It’s best to wash as often as grease and 
grime accumulate. (Prior application of 
Skin Coat facilitates clean-up.) Go-Jo 
Creme Hand Cleaner contains antiseptic 
GT-7 to help prevent irritation, and may 
be used without water for the frequent 
on-the-spot clean-ups. 








Because its emollient ingredients replace 
natural skin oils and soothe tiny nicks 
and scrapes, it aids in keeping the hands 
in good condition for the next day’s work. 





The Go-Jo Heavy Duty Dispenser cuts handcleanin 
costs up to 75% by delivering the right amount of 
Go-Jo Creme Hand Cleaner for a quick, thorough 
Precision engineering eliminates waste. 


clean-up. 


FOR MORE INFORMATION WRITE: Dept. OH 81 


GOJER, 


RER OF gQ-{/O PRODUCTS 
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i= Top am b- 2 
@ Akron 98, Ohio 


9 THIS go-:jO TEAM COMBATS 
DIRT AND DERMATITIS WITH 
A SOLID ONE-TWO PUNCH! 





Do Use Standards As Your Guide 


continued from page 22 





form a regularly established job which is open and 
available to him. It defines a regularly established job 
as “one which has not been established especially to 
accommodate an injured employee, either for thera- 
peutic reasons for to avoid counting the case as a 
temporary total disability.” 


Use Frequency Rates for Incentives 


"42 > ——— 1 cia SS MLNS DRS SES: 
ba. BEY + sak BR A we: 


a Ss ee ee See 
|e 
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Manufacturer he 


U. S. Bureau of Labor Statistics 


























National Safety Council 4 in 
! 
ner anita ose AT 


30 25 20 15 10 5 
ACCIDENT FREQUENCY (Based on ASA 216.1) 





INCENTIVE FOR SAFETY—that’s what this graph is, for 
Allis-Chalmers Manufacturing Co. The West Allis Works 
used Bureau of Labor Statistics frequency rates as a target 
until 1951, then switched to National Safety Council rates in 
order to maintain the incentive to better the average for its 
industry. 


An important word in the definition of a disabling 
injury is “unable.” Who is to say if a man is able to do 
a job? At Allis-Chalmers, we place the primary re- 
sponsibility for this decision in the hands of physicians. 
At our West Allis, Wis., Works, the employee has free 
choice of over 150 doctors on a panel. 

We have three conditions to satisfy if a man is to 
return to light work after he has been injured: 

1. The man must be willing to return to work. 

2. There must be an established job open and avail- 
able to him. 

continued on next page 





the story — 


—— . 


of the foot that was 
still there! 


Only because of the safety factor, which is an 
inherent feature of the MOTT mower design 
. .. Was the boy’s foot spared! In lawn mowing 

. “caution” and “warning” are not enough. 
SAFETY must be designed, engineered and 
built into the mower! 


MOTT Hammer-Knife mowers are the safest 
. .. the most versatile mowers available! The 
lightweight free swinging knives, when ro- 
tated at proper operational speeds, have 
enough force to cut grass and tall weeds 
cleanly, but will retract when they strike solid 
objects. They act as a built-in shock absorber 
to minimize the force of the blow with little 
damage to the knives and the mower . . . and 
with very little tendency to throw the struck 
objects. MOTT Hammer-Knife mowers are 
available in a full range of sizes from 18” 
models to 19 ft. gangs. 


Write for the ‘‘story of the shoe”... and see 
your MOTT dealer for a “Safety” mower 
demonstration! 


MOTT CORPORATION 


500 Shawmut Ave., La Grange, Ill. 


Address Mail To: P.O. Box 278-30 
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1. The man must be willing to return to work. 

2. There must be an established job open and avail- 
able to him. 

3. The physician must release him to do this work. 

If these conditions are satisfied, are we not morally 
bound to allow the man to return to work to earn his 
wages? If a man can work and there is an established 
job that he can do, can we ask him to forego his work 
and the pay that goes with it? Incidentally, we use the 
same three conditions to return a man to work after he 
has suffered an injury with no industrial connection. 

Allis-Chalmers believes that when the ASA code is 
followed in spirit as well as to the letter, the record that 
results can give informed direction to our accident pre- 
vention program. 

“Use Frequency Rates for Incentives,” the chart on 
page 59, shows how we have used national averages 
based on the Z16.1 code to evaluate progress. 

The chart is a graph of frequency rates at the West 
Allis Works, of the national average based on BLS 
reports through 1951, and of the national average 
based on National Safety Council records during the 
last 10 years. These national averages have been used 
for accident prevention incentives in our plant. When 
our rates fell lower than BLS rates, the incentive was 
lost, and we switched over to NSC figures. 

To arrive at a national average which would be 


meaningful in our diversified plant, we resorted to a 
weighted average. We adjusted the national average to 
give us meaningful incentives for each part of our 
plant and for the plant as a whole. 

The evaluation ran like this: 

Industry Percent of Our NSC 1958 

Group Operation National Average 
General industrial machinery 25.1% 5.6 
Agricultural equipment 9.3% 7.3 
Machine tools 8.6% 4.7 
Heavy electrical equipment 7.5% 1.9 
Structural steel fabrication 6.3% 8.3 
Grey iron foundry 5.7% 10.6 
15 other industry groups 37.5% 6.1 


Weighted national average 100.0% 6.0 

ASA code Z16.1, like any code, is not perfect. Our 
founding fathers had some 4,000 years of recorded 
history along with numerous codes for social organiza- 
tion, when they wrote our Constitution. This Constitu- 
tion has been amended 22 times, and 9 judges meet 
almost daily in the Supreme Court to interpret it. If 
men could write perfect codes to govern human ac- 
tivities, how many of our problems would disappear ! 

We think the ASA code is good for recording and 
measuring work injury experience. Those who wrote 
it and revised it and interpreted it worked in good faith 
to do as nearly perfect a job as possible. 

If those of us who use it apply it in the spirit in 
which it was written, our records, both in companies 
and nationally, will reflect our experience truly and 
point out the challenges to better accident preven- 
tion. @ @ 





GLO-GLUVS 


REVOLUTIONARY ADVANCEMENT IN INDUSTRIAL WORK GLOVES 
Maximum Visibility and worker safety are now provided by this 
new development . . . hands can really be seen! A natural for 
jobs where hand signals are used — night work, etc. Granet 
GLO-GLUVS have a special vinyl coating which offers maximum 
resistance to abrasion and solvents — and also provide a firm 
grip on objects covered with grease or oil. 
Equip your men with this safe rugged glove. 


\ Write on your letter- 


head for a free sam- 
ple pair, or use reader 
*Trademark service card for de- 
scriptive brochure. 


ne GRANE T core. 


23 LORING DRIVE, FRAMINGHAM, MASS. 
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— cuts costs when you 


SIMPLIFY PIPE LAYOUT 


When you modernize to make money, go all 

the way. Cut piping costs to minimum with 

planned simplification. Give your staff a 

free hand to effect economies—at the same 

time, convert Danger Zones to Safety Zones. 

Equip every overhead valve wheel in your 

plant with Babbitt Adjustable Sprocket Rims 

with Chain Guides. 

@ They simplify pipe layout. 

© They fit any size valve wheel. 

© They are easy to install and operate. 

® They operate any valve from the floor. 

®@ They save time and money. 

® The first cost is the only cost (no maintenance), 

@ They are packed completely assembled (one 
to a carton), with easy-to-follow instructions. 

®@ A hot-galvanized rust proof chain is avail- 
able for all sizes. 


Babbitt Adjustable Sprocket Rims with 
Chain Guide are carried in stock by most 
mill supply houses. Just phone your mil} 
supply salesman, or contact us direct. 


Stole )@)NGm STEAM SPECIALTY CO. 


12. BABBITT SQUARE, NEW BEDFORD, MASS., U.S.A, 
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EAGLE sartty cANs 
; 


STYLE I 


STORAGE CAN 


1 qt., 2 qt., 1 gal. sizes with 
trigger-grip handle . . . 2% 
gal., 5 gal. sizes with free- 
swing handle .. . valve oper- 
ated by handle gives positive 
pouring control... no waste, 
no splash, no spill... strong 
quality construction, 


ORDER FROM 
YOUR SUPPLIER 


The approved safe way to handle flammable 
liquids « Listed by Underwriters 
Laboratories « Approved by Factory 
Mutual « Uncommonly rugged for hard use 
e “The Complete Line’ 


STYLE Il 
FILLER- 
DISPENSER CAN 
2% gal., 5 gal. sizes with 
free-swing handle... flexible 
spout for easy pouring .. . 
body and breast each seam- 
less drawn from heavy 24- 
gauge steel . . . steel hoop 
reinforces bottom .. . fire 
screens in pour spout and 
filler opening for double fire 

protection. 


Write for free catalog 





Raa: 


showing Complete Eagle Line 


MANUFACTURING CO. Wellsburg, W.Va. 


Serving Industry Since 1894 














B&J SAFETY 
FRICTION WRENCH 


dumps and winds up pockets of 
hopper car doors safer, faster 


_ IT’S FASTER, EASIER 

to operate because it re- 

leases instantly and with but 

the slightest pressure on the handle. 


IT’S SAFER because the conical head turns inside 

two straps, so handle cannot spring up and injure the 

operator. Extra long handle keeps operator out of danger. 

THE B&J WRENCH fits 2-inch square of door-opening gear. Special sockets 
are available for other sizes. Write for complete details and prices. 


SAFETY FIRST SUPPLY COMPANY 
425 Magee Street, Pittsburgh 19, Pa. 
Branches at Cleveland, Ohio, Toledo, 0. and Charleston, W. Va. 
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For information about 
Turtle Club membership, 
write the Reader Service 
Department, Occupational 
Hazards, 812 Huron Road, 


Cleveland 15, Ohio 


Dale Schrecengost (Allegheny Lud- 
lum Steel Corp., Brackenridge, Pa.) 
was at the ladle controls under the 
protective canopy. He moved the 
ladle, then stepped away from the 
canopy. At that moment the ladle 
erupted, spraying molten metal over 
the area, Metal struck Schrecengost 
on the head and body. His safety hat 
protected his head. 


Robert T. Dunning worked in the 
reactor building at Escambia Chemi- 
cal Corp., Pensacola, Fla. A 15-pound 
bonnet assembly that was being re- 
paired fell when the bolts were re- 
moved. It struck Dunning on the 
head, knocking him to the floor. His 
safety hat completely absorbed the 
impact. 


Wendell Bass of Lehigh Portland 
Cement Co., Iola, Kans., was helping 
to clean a cement silo which was 
almost empty. He undercut the ce- 
ment in the bottom. The wall began 
to vibrate causing cement to break 
away, 60 feet above. Several tons of 
cement scale showered over Bass’ 
head, arms, shoulders. In seconds he 
was literally knee deep in the stuff. 
His safety cap protected him from 
serious head injuries. 


Carl F. Hollensteiner is a water 
well driller in Dillon, Mont. He was 
lifting a 22-foot length of standard 
6-inch pipe with a bailer and chain. 
The chain slipped off the end of the 
pipe. The pipe struck him a terrific 
blow on the head and chest. Thanks 
to his safety hat, he was protected 
from a fatal head injury. 


Iowa Power & Light Co., Des 
Moines, Iowa, reports that Clarence 
W. Mills, Jr., attempted to trim a 30- 
foot tree limb. The limb whipped back, 
lashing Mills on the head and neck. 
His eyes smarted from the blow, but 
his safety cap protected him from 
severe head injuries. 
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Conploas Smoking is a Universal Problemy | 


DUNKING STATIONS 


Promote Good Housekeeping 
Prevent Fire Hazards 
Reduce Maintenance 


WHEREVER A SMOKING PROBLEM | 
EXISTS, THERE IS A SIPCO MODEL 
THAT EXACTLY FITS THE NEED. 
SIPCO smokers are constructed of 
heavy-duty cast aluminum — Built 
for a lifetime of hard use. OVER 
20 DIFFERENT MODELS, include 
MIDGET size, STANDARD size and 
Model 4j-R JUMBO size. WALL models, FLOOR 
Duo-Tone STAND models and PERMANENT 
With R-G Sign MOUNTING models. DELUXE bright 
polished finish —or DUO-TONE 
finish (Grey crinkle canister with satin finished lid.) 
MODEL 4) DELUXE (illustrated) JUMBO size permanent mounting 
type with bright polished DELUXE finish. Glass fiber inner-liner is 
furnished. 
MODEL 4J-R DUO-TONE (illustrated) JUMBO size permanent mount- 
ing type, with sign. Wide variety of sign wording available. Glass 
fiber inner-liner furnished. 


WRITE FOR ILLUSTRATED BROCHURES 


o TANDARD / NDUSTRIAL id RODUCTS La 


DEPT. M 3527 FARMINGTON RD. @ PEORIA, ILLINOIS 


Model 4J 
Deluxe 
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36" 
COMPLETE KIT only 


F.0.B 

Chicago 
All materials in spray-cans — 
fire-safe. Includes: 4 cans 
Cleaner, 2 cans Penetrant, 2 
cans Developer, cleaning brush, 
instructions — in rugged steel 
carrying case. Replacement ma- 
terials available, ask for details. 
Price: Continental U.S.A. only 
and Hawaii—F.0.8. our plant, 
Chicago, tll., plus local taxes 


FOR SAFETY use 


Spotcheck’ 


by MAGNAFLUX 
low-cost ‘ 


DYE PENETRANT 
INSPECTION 


FIND CRACKS—before they 
cause accident or breakdown. 


Check machines and parts-shafts, gears, 
pressure vessels, tanks, hoists and hooks, 
tools, supporting members, etc.—during 
overhaul or in routine maintenance. 


Spray on Spotcheck Cleaner, Penetrant, 
Developer. Complete test takes just a few 
minutes per part— costs just a few pen- 
nies. Every dangerous defect pops out in 
bright red against white background, 
can’t be overlooked. Be sure, with Spot- 
check —a standard safety and mainte- 
nance test that is preventing downtime 
and loss, making operations safer in 
thousands of industrial plants. 


ORDER FROM YOUR DISTRIBUTOR— 
or direct 


MAGNAFLUX 
Dx CORPORATION 


A Subsidiary of General Mills 


7315 W. Ainslie Avenue ¢ Chicago 31, Illinois 
Branches and Commercial Inspection Stations in Fifteen Principal Cities 








Longer wear in every pair! Available 
in various’ sizes, gauges, lengths, 
colors and surface finishes. Natural 
rubber or genuine Dupont neoprene 
latex. Contoured fingers for more 
comfort, better fit. 


FREE 
SEND FOR TEST OFFER! 


CATALOG Write us on your 
NO. G-5 firm’s letterhead 
of complete for sample gloves 


; for test pur- 
glove line poses. 


SEIBERLING LATEX PRODUCTS 
New Bremen, Ohio 
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Where HEAT is 
A PROBLEM 


Fyrepel has the answers. We are the largest fabri- 
cators of aluminized glass cloth heat protective clothing 
and equipment. Our staff of experts in this field stand 
ready to serve you in working out your heat problems. 


FIRE ENTRY-RESCUE SUIT 


Enter extreme heat & total flame - 
for repairs, maintenance, wreckage 
clearance, close controls, rescue 
and emergencies. 


Widely used by industrial 
and municipal rescue 
squads 


Weighs only 26 Ibs. 
* Carrying Case 


¢ Use with all breathing 
apparatus 


Write for complete details. 


FYREPEL PRODUCTS INC. 


NEWARK, O. 
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ORIGINAL 
CURVED-HAND 
DESIGN 


LINEMEN’S 


HAND SAFETY 
EQUIPMENT 


© GLOVES 

© MITTENS 

@ LEATHER PROTECTORS 
@ LINERS 


© CUSTOM MADE 
CRIPPLED HAND 
GLOVES 


WHITE 


RUBBER COMPANY 
RAVENNA, OHIO 
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LDEN SHOE CLUB 


Dedicated to Foot Safety 


To inquire about club membership, 


write: 


Golden Shoe Club 
1509 Washington Ave., 
St. Louis 66, Mo. 


Orrin M. Ball sat on a skid of 
paper. His feet were sticking out into 
the aisle. A 2-wheel dolly, loaded with 
tools and scrap metal, hit Ball flush 
on his right foot. But his metal-toe 
safety shoe turned the dolly sideways 
and stopped it. Outside of a sore foot, 
he received no injury, Location was 
Scott Paper Co., Detroit Division. 


Donald Haney at Pittsburgh Plate 
Glass Co., Cumberland, Md., was 
pushing two polisher pans, each 
weighing close to 100 pounds. Sud- 
denly one of the pans fell and struck 
his foot. The blow dented his steel 
safety toe. His safety shoes prevented 
a mashed foot. 


Charles Middleton was unloading 
electrical equipment from a pickup 
truck at Ashland Oil & Refining 
Co., Ashland, Ky. When he lowered 
the tail gate, a 150-pound rotor from 
a 30-hp. motor rolled out and landed 
squarely on his foot. His safety shoe 
took the punishment, not his foot. 


As Wesley W. Batten of Aluminum 
Co. of America, Davenport, Iowa, 
was repairing a crane hook, it toppled 
off its skid. The shank of the 250- 
pound hook struck the safety cap of 
his shoe. The shoe saved his toes 
from being mashed. 


Joseph T. Durawa of Arnold, 
Schwinn & Co., Chicago, was helping 
to move a 4-wheel truck loaded with 
1,800 pounds of bicycle pedals. As 
the truck started to roll, the front 
swivel wheels turned and ran over 
his toes. Metal toes attached to work 
shoes protected his feet from serious 
injury. The next day he bought regu- 
lar safety shoes. He wasn’t taking any 
more chances with makeshift pro- 
tection. 
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PLAQUES « TROPHIES ¢ EMBLEMS 
INCENTIVE AWARDS 


SS-10 

TWO TONE Jewelers Bronze Etching with 

our "Shield of Safety’ trademark in Bronze 

and Enameled Green. Genuine Walnut 

Shield — 10"' x 10/2". 

SS-10 AWARD OF MERIT 

SS-11 PLAIN RIBBON | $] 0-95 

SS-12 AWARD OF HONOR > 

SS-13 PLAIN RIBBON \ EACH 

NO SHIELD 
1933 SERIES 
Available in 
over 40 Stock 
Titles. 1," 
dia., hard 
glazed enam- 
el, gold plat- 
ed pin and 
safety lock 
catch. $10.50 
per doz. (plus 
Fed. tax). 
Write for complete catalog and 
“SHIELD OF SAFETY" circular 

WILLIAMS JEWELRY & MFG, CO. 

Dept, OH-8 10 South Wabash Ave. 

Chicago 3, Ill. CEntral 6-5018 

















FAST, 
CONTINUED 
RELIEF 


ANTISEPTIC-ANALGESIC 


FOILLE 


LIQUID OR OINTMENT 


FOILLE antiseptic-analgesic is a 


dependable, convenient, surgical- 
type dressing which has won wide 
use and acceptance by Doctors, 
Hospitals and Industrial Plant 
Clinics over a period of twenty 
years. 


FOR 
SUNBURN * BURNS * CUTS * ABRASIONS 
LOCAL SKIN IRRITATIONS * INSECT BITES 


CARBISULPHOIL COMPANY 


2917 Swiss Ave. Dallas, Texas 


*You're autied to est literature 
and samples. 


Circle No. 58 on reader service card 
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Lens cleaning: “Biggest value in the lens 
cleaning field,” claims the Wilkins Co. 
To back up the claim, the company offers 
free samples. 

Circle No. 40 on reader service card 


Maintenance tester: Find cracks in ma- 
chines, tanks, toools, and other equipment 
before an accident or breakdown occurs. 
Just spray on Spotcheck, made by Magna- 
flux Corp., and every dangerous defect 
pops out in bright red against a white 
background. It takes only a few minutes. 
Literature gives details about the com- 
plete kit. 


Circle No. 55 on reader service card 


Linemen’s gloves: White Rubber Co. of- 
fers literature on Hi-Voltage linemen’s 
gloves and mittens with the curved hand 
shape. 

Circle No, 57 on reader service card 


Resuscitator: Stephenson Corp. offers a 
folder or demonstration on the emergency 
use of its Minuteman combination resus- 
citator, inhalator, and aspirator. 

Circle No. 45 on reader service card 


Safety glasses: Chicago Eye Shield Co. 
has literature of its Polyfit glasses that 
fit over 90 percent of your workers. 
They’re also smart-looking in colors of 
flesh, green, or mahogany. Lenses are 
clear or antiglare glass or plastic. 

Circle No, 1 on reader service card 


Burn spray: Foille gives instant relief 
from painful burns, fights infection, and 
because of its spray application eliminates 
painful swabbing. Carbisulphoil Co. in- 
vites your request for literature and 
samples. 

Circle No. 58 on reader service card 


Safety cans: The entire line of Eagle 
Manufacturing Co.’s storage, dispenser, 
safety plunger, drip, and safety bench cans 
is highlighted in the company catalog. 
Circle No, 51 on rrader service card 


Stretchers: The Bomgardner Manufac- 
turing Co. catalog reviews the firm’s 
Economite stretcher, which allows one 
man to transport patients with little or 
no effort, and its complete line of emer- 
gency cots and stretchers. 

Circle No, 31 on reader service card 


Safety drill table: Literature from Mod- 
ern Machine Tool Co. tells you about its 
free trial offer, which allows you free use 
for 30 days of its safety drill table, a 
versatile and efficient safety device. 
Circle No, 41 on reader service card 


Rescue suit: The wearer of this suit can 
safely enter extremely hot, even flaming, 
areas. He can use all types of breathing 
apparatus while wearing it. Complete 
product details are covered in a bulletin 
from Fyrepel Products, Inc. 

Circle No. 56 on reader service card 


Hand care: The Go-Jo heavy-duty dis- 
penser cuts hand cleaning costs up to 75 
percent. Precision engineering eliminates 
waste, but this Gojer, Inc., product still 
delivers the right amount of Go-Jo Creme 
for a quick, thorough clean-up. Company 
bulletin sheets are available on request. 
Circle No. 46 on reader service card 


Foot and toe guards: A free brochure 
from Ellwood Safety Appliance Co. de- 
scribes its metal shield that protects the 
entire foot. A metal toe guard is also 
available. Both models fit over regular 
shoes. 

Circle No. 43 on reader service card 


Emergency shower: Speakman Co.'s 
Lifesaver emergency shower instantly 
floods a worker under a rinsing deluge. 
It drowns flames, washes off acids, chem- 
icals, and fumes. For detailed descriptions 
write for Safety Booklet S-88-A. 

Circle No, 38 on reader esrvice card 


Carbon monoxide indicator: Leaflet 
890C gives a concise report on the Bacha- 
rach Monoxor, carbon monoxide indi- 
cator. 

Circle No. 26 on reader service card 


Security: The Detex Watchclock Corp 
“Property Protection Manual” spells out 
how a Detex Guardsman keeps security 
patrolmen on their toes and assures posi- 
tive supervision. 

Circle No, 13 on reader service card 


Safety shoes: Literature from Lehigh 
Safety Shoes tells how its wide range of 
styles and sizes features Living Leather 
that resists scrapes and scuffs and offers 
long service. 

Circle No. 12 on reader service card 


Spray respirator: Now you can have 
positive protection against all paint sprays 
and vapors with Pulmosan’s single car- 
tridge paint spray respirator. Pulmosan 
will gladly send you literature and prices. 
Circle No, 3 on reader service card 


Safety signs: Write today for Stone- 
house Signs’ free, full-color, 64-page 
catalog, plus information about custom- 
printed signs to meet your specifications. 
Circle No, 17 on reader service card 


Circle No. 60 on reader service card 


$2.77 NEOPRENE 


APRON FOR OIL 
HAZARDS IN 


Unique, StaSafe perfected neoprene 
compound protects against everyday haz- 
ards including oil, grease, lacquers, many 
acids and caustics. Easily withstands re- 
peated laundering without losing protec- 
tive qualities. 


Order a couple of SD 2446 aprons 
(20 x 45”) today. 
Only $2.77 each plus postage. 


Standard Safety Equipment Company 
431 N. Quentin Road, Palatine, IMinois 











Vythene quickly dissolves 
and removes fluxes and resid- 
ual salts from electronic cir- 
cuits. Vythene PC has no flash 
point, is low in toxicity, con- 
tains no carbon tetrachloride, 
Non-flammable, and non-corro- 
sive, it is economical and can 
be reclaimed by distillation. 


WRITE for complete data 
and samples today. 


Northvale, N. J. 


In Canada: Safety Supply Company 





Circle No. 61 on reader service card 
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Circle No. 64 on reader service card 


Instantly avails supplies and accessories 
for emergency care of burns, cuts, bruises, 
lacerations, superficial eye injuries, un- 
controlled bleeding, fainting, fractures 
and allied injuries common to industry. 
PAC-KITS are indispensable where shops 
lack medical facilities. 
Average fellow worker can instantly ap- 
ply any of the various replaceable items 
contained in the heavy-duty dustproof, 
moistureproof cabinet. 

WRITE TODAY for description 

of 4 available sizes and prices. 


Pac-Kit Safety Equipment Co. 
P. O. Box 1306 Greenwich, Conn. 


MARTINDALE 
DUST MASKS 


PLACE HEAD- 

AND WELL 
UP AROUND 
HEAD TO KEEP 
FROM SLIP- 
PING DOWN 





PRESS EDGES 
OF FACE PLATE 
DOWN TO FIT 
FACE SNUGLY 


TO HOLD PAD 
AGAINST THE 
NOSTRILS 


Real protection at low cost 


So easy to wear, yet large filter area gives 
positive protection against over 400 nuisance 
dusts, Mask weighs less than '/2 ounce. Easy 
press-fit contour adjustment, fits any head size. 
Replaceable throw-away filter pads — only 
clean gauze touches the face. Satisfied users 
everywhere. 


. 1 Refi 
 aeaal in 

mC. 
order, $1.00 





QUANTITY DISCOUNTS AVAILABLE 


MARTINDALE ELECTRIC CO. 


1311 Hird Ave. Cleveland 7, 0. 
Circle No. 63 on reader service card 
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THE REVOLUTIONARY 


ALL-PURPOSE 


In seconds, this compact 45" x 20" x 21/4" collapsi-cot 
becomes a full length stretcher “Transfer Chair" by 
locking back rest adjusting screws, Canvas covered 
waterproof pillow and two restrainer straps. 2—4" 
wheels at head end—crutch tip leg uprights at 


foot end. 





EMERGENCY AIDS COMPANY 


Chicago 31, Illinois 


7643 W. Everell e 





Our 4-Wheel model offers: 
2—4" wheels at head end. 
2—4" swivel casters and tow strap at foot. 
Send for descriptive literature 
Circle No. 59 on reader service card 





Facts At Your Fingertips 


Use these cards to get more information about any item advertised or described 
in this issue. Use these cards too for copies of items offered in the Reference 
Fact File bound into this issue. Fill out cards completely. No postage needed. 


AUGUST 196] Position 


Kind of 
Do not use after Nov. 15, 1961 


Please Print 


Please send me additi: on items circled below: 


ADVERTISC/AENTS ) NEW PRODUCTS Y REFERENCE FACT FILE 
18 35 52 69 86 103 120 137 154 171 188 273 290 307 324 341 358 375 
19 36 53 70 87 104 121 138 155 172 «189 274 291 308 325 342 359 376 
20 37 54 71 88 105 122 139 156 173 190 275 292 309 326 343 360 377 
21 38 55 72 89 106 123 140 157 174 191 293 310 327 344 361 378 
22 39 56 73 W 107 124 141 158 175 192 277 294 311 328 345 462 379 
23 40 57 74 WW 108 125 142 159 176 193 278 295 312 329 346 363 380 
24 41 58 75 92 109 126 143 160 177 194 279 296 313 330 347 364 38! 
25 42 59 76 93 110 127 144 161 178 195 2860 297 314 331 348 365 382 
26 43 60 77 94 111 128 145 162 179 196 281 298 315 332 349 366 383 
27 61 78 95 112 129 146 163 180 197 299 316 333 350 367 384 
28 62 79 % 113. 130 147 164 181 198 283 300 317 334 351 368 385 
29 63 80 97 114 13) 148 165 182 199 284 301 318 335 352 369 386 
30 64 81 98 115 132 149 166 183 200 285 302 319 336 353 370 387 
31 82 99 116 133 150 167 184 201 303 320 337 354 371 388 
32 100 117 134 +151 168 185 202 304 321 338 355 372 389 
33 101 118 135 152 169 186 203 305 322 339 356 373 390 
102 119 136 153 170 187 204 306 323 340 357 374 391 
send free tear sheet of poges_ © This cord invalid without compony 
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: . . Kind of Business 
Do not use after Nov. 15, 1961 


Please Print 


City Zone 


Please send me additi ture on items circled below: 


ADVERTISEMENTS y NEW PRODUCTS Y REFERENCE FACT FILE 
18 35 52 69 86 103 120 137 171 188 273 290 307 324 341 358 375 392 409 
19 36 53 70 87 104 121 138 172 189 274 291 308 325 342 359 376 393 410 
20 37 54 71 88 105 122 139 173 190 275 292 309 326 343 360 377 394 411 
21 38 55 72 89 106 123 140 174 191 276 293 310 327 344 361 378 395 412 
22 39 56 73 9 107 124 141 175 192 277 294 311 328 345 462 379 396 413 
23 40 57 74 WW 108 125 142 176 193 278 295 312 329 346 363 380 397 414 
24 41 58 75 92 109 126 143 160 177 194 279 296 313 330 347 364 381 398 415 
25 42 59 76 93 110 127 144 178 195 280 297 314 331 348 365 382 399 416 
26 43 60 77 94 111 128 145 162 179 196 281 298 315 332 349 366 383 400 417 
27 44 61 78 95 112 129 146 163 180 197 299 316 333 350 367 384 401 418 
28 45 62 79 % 113. 130 147 164 161 198 283 300 317 334 351 368 385 402 419 
29 46 63 80 97 114 131 148 165 182 199 284 301 318 335 352 369 386 403 420 
30 47 64 81 98 115 132 149 166 183 200 302 319 336 353 370 387 404 421 
31 48 65 82 99 116 133 150 167 184 201 286 303 320 337 354 371 388 405 422 
32 49 66 83 100 117 134 151 168 18S 202 287 304 321 338 355 372 389 406 423 
33. 50 67 84 101 118 135 152 169 186 203 305 322 339 356 373 390 407 424 
68 85 102 119 136 153 170 187 204 306 323 340 357 374 391 408 425 
Please send free tear sheet of pages... ®@ This card invalid without compony name 
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AUGUST 196] wien co Se ET Position 


. snr Kind of Business 
Do not use after Nov i) 1961] 


Please Print 


Please send me additional information and literature on items circled below: 

ADVERTISEMENTS y NEW PRODUCTS d REFERENCE FACT FILE 

18 35 52 86 103. 120 137 ) 171 «+1188 222 239 256 273 290 307 324 341 375 

19 36 53 87 104 121 #138 172 189 223 240 274 291 308 325 342 376 393 410 427 
20 37 54 88 105 122 139 173 190 224 241 275 292 309 326 343 377 394 411 428 
21 38 55 89 106 123 140 174 191 225 242 276 293 310 327 344 378 395 412 429 
22 39 5% 90 107 124 141 175 192 226 243 277 294 311 328 345 379 396 413 430 
23 40 57 9 108 125 142 #159 176 «#193 227 244 278 295 312 329 346 380 397 414 43) 
24 41 58 92 109 126 143 177 194 228 245 279 296 313 330 347 381 398 415 432 
25 42 59 93 110 127 144 161 178 195 229 246 280 297 314 331 348 382 399 416 433 
26 43 60 94 111 128 145 162 179 196 230 247 28) 298 315 332 349 383 400 417 434 
27 +44 6! 95 112 129 146 163 180 231 248 282 299 316 333 350 384 401 418 435 
28 45 62 96 113° 130 147 «164 181 232 249 283 300 317 334 35) 385 402 419 436 
29 46 63 97 114 131 148 165 182 233 250 284 301 318 335 352 386 403 420 437 
30 47 64 98 11S 132 149 166 183 234 25) 285 302 319 336 353 387 404 421 438 
31 48 65 99 116 133 150 167 184 235 252 286 303 320 337 354 388 405 422 439 
32 49 66 100 117 134 15) 168 185 236 253 304 321 338 355 389 406 423 440 
33 50 ~67 101 118 135 152 169 186 237 254 305 322 339 356 390 407 424 441 
34 51 68 102 119 136 153 170 187 238 255 306 323 340 357 391 408 425 442 

Please send free tear sheet of poges.. ss ©@ This cord invalid without company name 
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This special 12-page section 
puts valued technical 
information at a moment’s reach. 
Just use the handy 

reader service number. 


AIR POLLUTION CONTROL 


The new Uni-Jet constant rate air sam- 
pler is described in literature from Union 
Industrial Equipment Corp. A 2-color, 
illustrated folder giving complete specifi- 
cations on the Uni-Jet is aimed at indus- 
trial hygiene and air pollution experts. 

Circle No. 171 on reader service card 


Here’s a 24-page manual that gives 
technical information on the Flexaust 
Co.’s lightweight flexible hoses and dtcts. 
Besides describing Flexaust products and 
their uses, the manual includes charts on 
the chemical resistance of neoprene and 
on properties of natural and synthetic 
rubber. There are mathematical tables 
and definitions of important rubber terms. 

Circle No. 172 on reader service card 


The Propellair Division of Robbins & 
Myers, Inc., has issued an 8-page catalog 
describing their 30- to 60-inch models of 
belt-driven tube-axial fans. It includes 
engineering drawings, application details, 
data on ventilating system designs. 

Circle No. 173 on reader service card 


For telephone, telegraph, water, gas, 
and electric utilities, Morrison-Pelsue 
Co. presents its brochure of MoPeCo 
ventilating heaters. Designed for year- 
‘round use, they provide a constant sup- 
ply of fresh air to prevent explosions or 
oxygen deficiencies that harass under- 
ground workmen. 

Circle No. 174 on reader service card 


Coppus Engineering Corp.’s catalog of 
portable ventilators and man-cooling fans 
discusses ways to use air to the best ad- 
vantage in industry. Twenty illustrated 
pages provide complete specifications and 
applications of all Coppus Blue Ribbon 
products. 

Circle No. 175 on reader service card 


The Monoxor carbon monoxide indi- 
cator is described in Leaflet 890C from 
Bacharach Industrial Instrument Co. This 
remarkable little instrument has a range 
of 0 to 2,000 parts CO per million parts 
of air. It’s not affected by other gases en- 
countered during safety testing. 

Circle No, 176 on reader cervice card 


Bulletin No. 659 tells all about Gast 
Manufacturing Co.’s portable, positive 
displacement sampler, which collects at- 
mospheric samples of dusts and fumes. 
You can use it with filter papers and 
membrane filters or connect it to im- 
pingers, impactors, bubblers, or other de- 
vices. It provides accurate, portable, ver- 
satile air sampling. 

Circle No. 177 on reader service card 


Welding fume collectors described in 
Ruemelin Manufacturing Co. literature 
collect fumes at their source through 
high-velocity exhaust hoods. The fan ex- 
hausts outdoors. Smoke and fumes are 
collected before they have a chance to 
rise and spread throughout shop atmos- 
phere. The collectors help eliminate 
health hazards. 


Circle No. 178 on reader service card 


You can guarantee constant efficiency 
for your employees’ dust respirators by 
using Draeger testing and cleaning ap- 
paratus. Draeger Oxygen Apparatus 
Corp. offers literature explaining use of 
this apparatus to clean dust masks, re- 
generate filters, test resistance of com- 
plete respirators. 

Circle No. 179 on reader service card 


Martindale dust masks cost only 30 
cents each, even less in quantity. A large 
throw-away filter pad protects the wearer 
against paint spray and over 400 nuisance 
dusts. The mask is easy to breathe 
through, weighs less than a half ounce. 
You'll find illustrations in a folder from 
Martindale Electric Co. 

Circle No, 180 on reader service card 


“How to Select a Gas Mask” is a new 
Acme Protection Equipment Co. book- 
let. The company tells us it contains 
information never before published. Com- 
prehensive discussion of the subject in- 
cludes valves, hose connections, head 
harnesses, vision, voice and microphone 
attachments, shape and fit, changing 
lenses, the problem of leakage, and main- 
tenance. 

Circle No, 181 on reader service card 


A comfortable filter respirator—the 
Resp-R-Aid — offers protection ‘ against 
nuisance dust, sprays, and mists. The in- 
strument’s 50 square inches of filter area 





trap foreign particles, but let air pass 
freely. Complete product data are con- 
tained in Watchemoket Optical Co.’s 
bulletin. 


Circle No. 182 on reader service card 


Pulmosan Safety Equipment Corp. 
literature reviews a line of respirators 
“to meet every need.” Included are data 
on the firm’s All-Purpose series, Dust 
series, and Economy series. 

Circle No. 183 on reader service card 


Misti-Maze, electronic precipitator, 
alleviates plant air pollution. It lowers 
heating and cooling costs, increases work- 
er efficiency, and reduces health hazards. 
Easy to install; no special connections. 
Literature from  Rockwell-Standard 
Corp., Air-Maze Division, will answer 
your questions. 

Circle No. 184 on reader service card 


Johnson-Williams, Inc., offers descrip- 
tive literature dealing with two portable 
gas detectors. Model G is a general pur- 
pose combustible gas detector; Model H 
is ideal for testing barholes for leaks in 
natural gas lines. 

Circle No, 185 on reader service card 


Today’s increasing use of nuclear 
energy in industry demands radiation 
monitoring equipment of proven reliabil- 
ity. A brochure from Victoreen Instru- 
ment Co. offers data on the company’s 
remote air monitoring systems, over 
1,000 of which are now operating suc- 
cessfully in the field. 

Circle No. 186 on reader service card 


EYE & FACE PROTECTION 


Designed to simplify your safety glass 


inventory, Chicago Eye Shield Co.'s 
Polyfit bridge and interchangeable tem- 
ples fit a wide range of nose and facial 
contours, Literature is available on re- 
quest. 

Circle No. 187 on reader service card 


“The Routine Eye Injury,” a 28-page 
booklet frum Willson Products, tells 
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management how to evaluate true costs 
of eye injuries. It’s crammed with facts 
that help you determine direct and in- 
direct cost savings from eye protection. 
The booklet is a result of Willson engi- 
neers’ constant job-by-job study of in- 
dustrial eye hazards. 
Circle No. 188 on reader service card 


Literature from Kimball Safety Prod- 
ucts Co. describes its extensive line of 
eye, hand, and body protection items. 
Among the products reviewed are: 
goggles, side shields, gloves, asbestos 
flame-proofed cotton leggings, spats, and 
aprons. 

Circle No. 189 on reader service card 


Bausch & Lomb safety spectacles will 
serve almost every eye protection need in 
your plant. Five basic frames can be 
modified in many ways through use of 
interchangeable temples and side shields. 
With a minimum inventory of parts, you 
can fit frames exactly to the worker. A 
company catalog illustrates all models. 

Circle No, 190 on reader service card 


You can use these No-Fog tissues on 
eye glasses, goggles, gas masks, wind- 
shields, camera lenses, mirrors, They are 
chemically treated. The combination of 
water and chemicals has a germicidal ef- 
gect on eye glasses and goggles. Complete 
product details are contained in literature 
and samples offered by the manufacturer, 
Carhoff Co. 

Circle No. 191 on reader service card 


Three patented features guarantee com- 
fort in Fendall safety glasses. Adjustable 
temple joints assure perfect temple fit- 
ting on all faces; the multifit bridge 
needs no adjusting for 9 out of 10 work- 
ers; “Lok-tite” hinge pins can’t get lost. 
You'll find details in the latest Fendall 
Co. catalog. 

Circle No, 192 on reader service card 


Glendale Optical Co.’s 1961 catalog re- 
views its extensive line of eye and face 
protection equipment, which includes 
spectacles and lenses, face shields, dust 
goggles, and plastic eyeshields. The cata- 
log contains complete specifications on 
each of the models listed. 

Circle No, 193 on reader service card 


A price list from Wilkins Co. contains 
brief product rundowns on dispenser 
cabinets, goggle cleaning stations, anti- 
fogging stations, and cabinet bottles. This 
kind of equipment is indispensable to a 
truly effective eye safety program. 

Circle No, 194 on reader service card 


Silicones rate highly in the accident 
prevention league, a new booklet from 
Dow Corning Co. says. Sight-Savers, 
silicone-treated tissues, keep glass clean 
for safe visibility. A couple of silicone 
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products, Syl-mer and Shoe-Saver, wa- 
terproof safety shoes and preserve leather. 
Silicone creams and lotions war on der- 
matitis. Silicones are also used as a 
release coating and lubricant for dust 
bag materials. The booklet’s title is, 
“How Silicones Work for the Chemical 
Process Industries.” 
Circle No, 195 on reader service card 


Eye and face protection products and 
accessories are featured in the new 16- 
page illustrated catalog (S-37) published 
by the Sellstrom Manufacturing Co. In- 
cluded are plastic frame safety glasses, 
metal frame glasses, cover goggles and 
clip-ons, visitor glasses, fibre face shields, 
and sweat bands. 

Circle No. 196 on reader service card 


An all-color, 10-page brochure by 
American Optical Co. stresses eye pro- 
tection with Durasafe safety glasses. 
Quick facts on styling, construction, and 
fitting are given. Frame colors featured 
are smoke, mahogany, pink crystal, and 
black plus combinations. 

Circle No, 197 on reader service card 


Mine Safety Appliances Co. describes 
in a 40-page, 2-color brochure, eye and 
face protection for a wide variety of in- 
dustrial applications. Highlighted is the 
Sightgard line of lenses and frames. 
Also reviewed are vision testing equip- 
ment, goggles, face shields, welding hel- 
mets, and accessories and parts. 

Circle No. 198 on reader service card 


The safety equipment catalog from 
Dockson Corp. describes and illustrates 
the company’s full line of dependable 
face shields. The easily adjustable head- 
gears are light, sturdy, and comfortable. 
Windows are spark- and heat-resistant 
cellulose acetate, most of them bound 
with rustproof metal channel for greater 
strength. 

Circle No, 199 on reader service card 


Silicone Paper Co. of America is so 
convinced you'll prefer its MAGIC lens 
cleaning stations that it lets you exchange 
your present stations for Silicone stations 
free. Send for literature explaining this 
plan, and describing Silicone tissues, 
cleaning fluid, and dispensers. 

Circle No. 200 on reader service card 


The U.S. Safety Service Co. catalog 
lists a complete line of safety eyeshields. 
There are six styles of flexible frame 
cover goggles, all featuring maximum 
protection, generous ventilation, and fit- 
ting comfort, Several models of all-plastic 
specs are featherweight, also offer great 
impact protection. 

Circle No, 201 on reader service card 


Standard Safety Equipment Co. issues 
a 2-color bulletin dealing with its shoulder- 
mounted hood with magnet-mounted win- 


dow. It is designed so the weight rests 
on the wearer’s shoulders and not the 
head. Every seam is fused for liquid- 
tight safety. 

Circle No, 202 on reader service card 


H. S. Cover Co. offers company liter- 
ature on its special goggles, which pro- 
tect the eyes from dust, fumes, gases, 
and smoke. Wear them with any respir- 
ator. To remove fog, you merely nod or 
shake your head; a few drops of water 
on the inner wall of the lens do the rest. 

Circle No, 203 on reader service card 


The Paulson face shield gives complete 
face protection, Paulson Manufacturing 
Corp.’s catalog tells us. You have your 
choice of black or white plastic inter- 
changeable headgear equipped with spark 
deflector and headband. The shield itself 
comes in clear, light amber, or light 
green. 

Circle No. 204 on reader service card 


Face and eye protection equipment’ in- 
cluded in New Jersey Safety Equipment 
Co.’s extensive safety equipment line is 
among the products reviewed in the com- 
pany catalog. You'll find products de- 
scribed in it that will meet even the most 
specialized safety needs. 

Circle No. 205 on reader service cord 


FIRE PREVENTION & FIRE- 
FIGHTING EQUIPMENT 


Saf, a paint developed by Alim Corp., 
stops flame spread through chemical re- 
action. It forms a dense insulating bar- 
rier immediately when it is attacked by 
fire. Saf is UL-listed and comes in a 
full range of colors. It also insulates 
surfaces from heat transmission. The 
complete story is in an Alim bulletin. 

Circle No. 206 on reader service cord 


American Industrial Safety Equipment 
Co. is marketing Burdox CO, UL-listed 
fire extinguishers. You can get them in 
either 234- or 5-pound capacities for use 
on flammable liquid and electrical equip- 
ment fires. The extinguishers are porta- 
ble and feature instant squeeze-grip noz- 
zles. An American Industrial bulletin 
contains complete product details and 
prices. 

Circle No. 207 on reader service card 


The Protectoseal Co. issues compre- 
hensive illustrated fact sheets concerning 
flammables control methods and prac- 
tices in production, processing, and main- 
tenance. Chiefly covered are Protecto- 
seal’s safety cans and its available cata- 
logs. 

Circle No, 208 on reader service card 


The 1961 edition of Fyr-Fyter Co.’s 
“Interior Fire Fighting Equipment Cata- 





log” is now available. Newly revised, 
the 16-page catalog includes engineering 
and specification data on fire extinguish- 
ers, fire hose and wall cabinets, nozzles, 
hose racks, hose reels, and related fire 
control accessory equipment. The catalog 
is 2-color, fully illustrated. 
Circle No. 209 on reader service card 


The John Bean Division, Food Ma- 
chinery & Chemical Corp., manufactures 
a complete line of mobile and stationary 
high-pressure fog firefighting equipment. 
A free booklet explains the advantages of 
high-pressure fog for controlling indus- 
trial fires. 

Circle No, 210 on reader service card 


Careless smoking habits have been the 
cause of many tragic fires. You can help 
curb such habits by placing cigarette 
dunking stations around the plant. Vari- 
ous models are available from Standard 
Industrial Products Co, A description of 
them is contained in brochures offered by 
the manufacturer 

Circle No. 211 on reader service card 


Pressurized dry chemical fire ex- 
tinguishers are appraised in a Safety 
First Products Corp. bulletin. The firm 
has a full UL-listed line of portable, sta- 
tionary, and wheeled engine models, rang- 
ing in capacity from 4 to 250 pounds. The 
bulletin points out that dry chemical can 
be used safely on any type of blaze—even 
on people afire. 

Circle No, 212 on reader service card 


High-pressure hose couplings and ac- 
cessories are highlighted in Bar-Way 
Manufacturing Co.’s catalog No. 59. 
Couplings attach securely to jacketed 
hose. Made of durable bronze material, 
they have high tensile strength. There is 
no need for butt gaskets and expansion 
rings. Attachment instructions and com- 
plete specifications are included in the 
catalog. 

Circle No. 213 on reader service card 


This new manual from National Foam 
System, Inc., is another in a series — 
“Fire Hazards in Industry.” It tells how 
to fight fires on marine docks. Discus- 
sion centers on portable extinguishers, 
fire hydrant systems, sprinkler systems, 
and methods of using carbon dioxide, 
dry chemical, and foam. Schematic draw- 
ings of typical marine dock installations 
are a highlight. 

Circle No, 214 on reader service card 


Ansul Chemical Co. offers a 2-color 
folder on its Sentry line of dry chemical 
fire extinguishers. The one-hand opera- 
tion is clearly diagrammed, with instruc- 
tions for disassembly and maintenance. 
Recharging is fast and easy. A specifica- 
tion chart gives data for all three Sentry 
models. 

Circle No, 215 on reader service cord 


Free literature and demonstrations give 
details on all American LaFrance fire 
extinguishers and other fire protection 
equipment. The literature contains the 
company’s up-to-date Fire Extinguisher 
Characteristics Chart—a valuable refer- 
ence to guide you in selecting proper 
equipment for your plant’s needs. 

Circle No. 216 on reader service card 


This screen encloses the job, provides 
greater safety for the worker within the 
screen and for those nearby. You have 
your choice of curtain materials: duck, 
neoprene-coated fiberglass, or aluminized 
asbestos. Singer Glove Manufacturing 
Co. literature features the screen and the 
company’s line of curtains and drapes, 
asbestos blankets, and heavy woolen 
blankets. 

Circle No, 217 on reader service card 


“Properties of Industrial Fire Hose 
Jacketed 100% with Dacron” is the title 
of bulletin D-115 from Du Pont’s textile 
fibers department. Crammed with tech- 
nical data, this booklet deals with such 
properties of Dacron fire hose as strength, 
comparative weights, water absorption, 
abrasion resistance, microorganism and 
insect resistance, and chemical resistance. 

Circle No. 218 on reader service card 


If fire breaks out, you can quickly eject 
damaging smoke from confined areas 
with Super Vac controlled ventilation 
units. Booklet 58, a handbook prepared 
by experienced fire department personnel, 
is now available from Super Vacuum 
Manufacturing Co. Techniques described 
in the booklet have been adopted by many 
towns as local industrial standards. 

Circle No, 219 on reader service card 


Use Statikil to kill static electricity 
that would result in fires and explosions. 
It’s the ideal spark retardant for arsenals, 
chemical, petroleum and mining indus- 
tries. Easy to apply—simply spray or 
swab lightly on moving parts, machinery, 
rolling casters. Statikil, Inc., offers free 
literature. 

Circle No, 220 on reader service card 


Millions of Justrite safety cans and 
oily waste cans are now protecting 
American plants from possible fire haz- 
ards. Both types of cans meet all Under- 
writers’ Laboratories and insurance com- 
pany specifications. A bulletin from Just- 
rite Manufacturing Co. illustrates all 
styles. 

Circle No, 221 on reader service card 


Frommelt Industries’ catalog lists a 
complete line of fire screens, curtains, 
blankets and protective clothing. Most 
items are available in several fabrics, in- 
cluding the new Ray-Foil glass base foil 
cloth. Ray-Foil ensures greater heat pro- 
tection, longer life, lower maintenance. 

Circle No. 222 on reader service card 


Fyrepel reflective curtains will isolate 
and control high heat operations that af- 
fect the work of personnel or mechanical 
controls, Made of aluminized glass cloth, 
they have exceptional tensile strength and 
are not affected by most acids and chemi- 
cals. A bulletin from Fyrepel Products, 
Inc., gives you the whole story. 

Circle No, 223 on reader service card 


Fire and maintenance hoses won't 
tangle if you store them on Wirts con- 
tinuous flow hose reels. A brochure from 
Wirt & Knox Manufacturing Co. claims 
these reels will keep your hose ready at 
all times, give you a full stream of water 
instantly. They let you unreel only the 
amount of hose you need. 

Circle No, 224 on reader service card 


Cardox Division, Chemetron Corp., 
offers a pamphlet describing fire extin- 
guishing equipment for power plants and 
electrical installations. It lists common 
hazards, tells how to safeguard trans- 
former stations, explains uses of carbon 
dioxide for purging generators and in- 
erting coal bunkers to prevent spon- 
taneous combustion. 

Circle No. 225 on reader service card 


FIRST AID & RESCUE 


Fast and dependable first aid protec- 
tion against chemicals, fire, and metal 
particles is described in Haws Drinking 
Faucet Co.’s 32-page brochure. Clearly 
reported and illustrated are eye-wash 
and eye-face units and single head drench 
and multiple nozzle decontamination 
showers. 

Circle No, 226 on reader service card 


Industrial doctors advise immediate 
washing with plenty of running water as 
the best first aid treatment for any chemi- 
cal in a worker’s eyes, Benson & Asso- 
ciates, Inc., offers literature describing 
its eye wash fountain. Its forehead opera- 
tion leaves hands free to open eyelids. 

Circle No. 227 on reader service card 


The E & J Lytport II is a combination 
resuscitator-inhalator-aspirator that can 
be operated easily by the average layman. 
Housed in a sturdy, easy-to-carry case, 
the rescue device can be equipped with a 
hose attachment and operated from a 
distance. With it, you can administer 
emergency aid in a matter of moments. 
Product details are contained in a folder 
offered by E&J Ohio Chemical & Surgi- 
cal Equipment Co. 


Circle No, 228 on reader service card 


The Speakman Eyesaver provides split- 
second relief for eye emergencies. Twin 
streams of soft aerated water gently 
bathe the eyes and wash away chemicals, 
particles, or fumes dangerous to delicate 
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tissue. The Speakman Co.’s safety book- 
let S-88-B describes both hand- and foot- 
operated models of this inexpensive foun- 
tain. 

Circle No, 229 on reader service cord 


Rescue squad transportation needs vary 
all over the place. Is your squad located 
in a small town or a major industrial 
center? How many squad members are 
there? How much firefighting equip- 
ment must you carry? These are just a 
few of the considerations you must take 
into account in buying a rescue vehicle. 
Gerstenslager Co. goes into these many 
variables in its new pamphlet featuring 
a rundown on seven popular rescue truck 
models. The company advises you to 
“start your planning with any basic body 
style, then consult us for help in develop- 
ment of body and chassis requirements.” 

Circle No, 230 on reader service card 


Mouth-to-mouth resuscitation, gener- 
ally regarded as the most effective manual 
method of artificial respiration, cannot be 
taught correctly without a training aid, 
says Medical Supply Co. literature. That’s 
why MSC developed the Breathe Life 
Trainer, With it, the student learns to 
give resuscitation under true-to-life con- 
ditions. A bulletin carries full details 
about it. 

Circle No, 231 on reader service cord 


Bomgardner Manufacturing Co. has 
been producing quality cots and stretch- 
ers since 1898. The Bomgardner line in- 
cludes the Carry E-Z Chair, adjustable 
and folding cots, and stretchers for 
emergency vehicles. Company literature 
describes their rugged construction, sug- 
gests many uses. 

Circle No. 232 on reader service cord 


This inhalator aids patients who re- 
quire high concentrations of oxygen. As 
the patient inhales, he receives oxygen. As 
he exhales, the oxygen supply shuts off. 
The amount of oxygen he receives de- 
pends on his demand. Use the inhalator 
with any size oxygen cylinder. See prod- 
uct details in literature of Stephenson 
Corp. 

Circle No, 233 on reader service card 


Collapsi-cot is a combination emer- 
gency stretcher and transfer chair, which 
can be unfolded and ready for use in 10 
seconds. Its back rest is adjustable. Other 
features include detachable waterproof 
pillow, canvas cover, and two restrainer 
straps. Complete product data are con- 
tained in Emergency Aids Co. literature. 

Circle No. 234 on reader service card 


In a 6-page brochure, Scott Aviation 
Corp. explains why its demand inhalators 
give you the most for your oxygen equip- 
ment dollar. Administering oxygen with 
a Scott inhalator requires no practice or 
training. There are no adjustments to 
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make, no flow regulators to operate — 
everything is controlled by the patient’s 
breathing. Prices listed in this brochure 
prove you can place several inhalators in 
your plant for the money you would 
spend for just one resuscitator. 

Circle No, 235 on reader service card 


Literature from Cotton Goods Manu- 
facturing Co. discusses Fite Rite emer- 
gency blankets and Bar-L shower cur- 
tains. Each blanket comes in a self-stor- 
ing container that can hang on wall or 
post. 

Circle No. 236 on reader service card 


How industrial bathers are protected 
from athlete’s foot is the subject of a 
multicolored folder by Onox, Inc. The 
folder tells how Onox toughens skin by 
use of a footmat or footsprayer, re- 
freshes tired feet, stops excessive per- 
spiration. 

Circle No, 237 on reader service card 


Literature from Rockwood Sprinkler 
Co. outlines the advantages of using light, 
compact emergency breathing apparatus. 
You'll learn why self-contained Pocket- 
AIRE equipment has met wide approval 
among fire departments and emergency 
crews. All PocketAIRE styles use pure 
oxygen, not compressed air. 

Circle No. 238 on reader service card 


Foille, a product of Carbisulphoil Co., 
sprays on to give fast relief of pain of 
burns, sunburn, cuts, wounds, and abra- 
sions. No painful swabbing is required. 
Foille fights infection, promotes healing, 
is available in 3- and 10-ounce sizes. Lit- 
erature from the manufacturer tells all 
about it. 

Circle No. 239 on reader service card 


A new 4-page brochure on units and 
unit first aid kits is available from A. E. 
Halperin Co. All kits are illustrated. 
The brochure mentions bandage com- 
presses, antiseptic swabs, ammonia in- 
halants, and burn ointments. 

Circle No. 240 on reader service card 


Simmons Co., Hausted Division, offers 
a wheeled stretcher specifically designed 
for use in the industrial plant. A 2-color 
bulletin with photos and specifications 
gives complete information on_ this 
stretcher. 
Circle No. 241 on reader service card 


Throat irritations due to coughs and 
colds can cost your firm a lot of lost time, 
literature from Hynson, Westcott & Dun- 


ning, Inc., comments. It recommends 
lozenges as first aid for throat irritations 
and to ward off infection. These lozenges 
don’t produce unfavorable reactions in the 
mouth, for they contain no antibiotic. 
Circle No. 242 on reader service card 


This new, anodized aluminum first aid 
kit will not rust, corrode, or chip, ac- 
cording to the manufacturer, Pac-Kit Co. 
Safety directors will find the new kit 
especially useful in the field. Pac-Kit lit- 
erature contains a rundown on the kit, 
its contents, and prices. 

Circle No. 243 on reader service card 


Information sheets in two colors de- 
scribe how patient transfer is made safer 
and easier by use of Orthopedic Frame 
Co.’s Stryker portable wheel stretcher. 
The sheets carry diagrams, photos, 
prices, and specifications. 

Circle No, 244 on reader service card 


Mouth-to-mask resuscitation gets de- 
finitive review in a new bulletin (No. 
M-108) from Globe Industries, Inc. The 
bulletin talks about the history of this 
type of resuscitation, its advantages, and 
how to go about administering it. With 
mouth-to-mask, you get the advantages 
of mouth-to-mouth and still protect the 
user from possible infection. 

Circle No. 245 on reader service card 


The Unitox emergency oxygen kit 
contains a regulator, mask, and two 60- 
liter oxygen tanks. The regulator is 
detachable, can be transferred from one 
cylinder to another without special equip- 
ment. It’s accurate, too; for it holds a 
constant liter flow at any set rate from 
1 to 15 liters per minute. A descriptive 
pamphlet from Unitox, Inc, is yours 
for the asking. 

Circle No, 246 on reader service card 


Designed for use when it is necessary 
to keep the patient completely rigid 
while he’s moved, this lightweight basket 
stretcher permits you to carry the pa- 
tient horizontally or vertically. Complete 
details about it are contained in a Junkin 
Safety Appliance Co. bulletin. There’s 
a rundown also on stretcher cases and 
kits. 


Circle No, 247 on reader service card 


Your copy of Bulletin H-1322 cover- 
ing wall-mounted showers, 2- or 3-person 
units, will be sent to you by Bradley 
Washfountain Co. One set of piping 
connections means shower installation at 
a low cost. Made of stainless steel, or 
enameled steel. 

Circle No, 248 on reader service card 


FOOTWEAR 


Lehigh Safety Shoe Co.’s latest catalog 
gives you information on a complete line 
of durable safety shoes, ranging from 
summer-weight sports styles to heavy- 
duty 6-inch models. Genuine glove leath- 
er uppers and neoprene cushion crepe 
soles are standard features that ensure 
lasting foot comfort. 

Circle No. 249 on reader service card 





Proper fitting of safety shoes can go 
a long way toward insuring the success 
of your company’s safety shoe program. 
A new booklet prepared by Hy-Test 
Safety Shoes Division in cooperation 
with Brannock Device Co., a national 
authority on foot measuring devices, 
shows you step by step how to check 
for proper fit. 

Circle No, 250 on reader service card 


If you're troubled by poorly informed 
workers who tell you that safety shoes 
are too bulky and uncomfortable, show 
them Haus of Krause literature. It con- 
tains photos of casually and attractively 
styled safety shoes which weigh a pound 
less per pair than ordinary safety ox- 
fords. These shoes meet ASA specifica- 
tions, reduce foot fatigue, resist acids, 
alkalis, water, and soil. 

Circle No, 251 on reader service card 


A new catalog from Iron Age Divi- 
sion, H, Childs & Co., makes a handy 
reference piece, contains descriptions and 
illustrations of a wide variety of safety 
shoes, from dressy oxfords. to rubber 
footwear. 

Circle No, 252 on reader service card 


An illustrated list of Thom McAn’s 
safety shoe line is yours free, if you use 
the reader service card. McAn safety 
shoes offer rugged protection, yet are 
comfortable and attractive. 

Circle No. 253 on reader service card 


Safety shoes which blend attractive 
styling and comfortable fit with sturdy, 
steel-toe protection are reviewed in liter- 
ature offered by Dorsey Safe-T-Shoe Co. 
Wide choice of styles. 

Circle No, 254 on reader service card 


Guards from Ellwood Safety Appli- 
ance Co. provide foot, toe, and leg pro- 
tection. Included in the firm’s literature 
are photos and descriptions of foot, toe, 
instep, and leg guards. 

Circle No. 255 on reader service card 


GLOVES 


Literature from Wilson Rubber Co. 
reports how Wil-Gard gloves provide 
hand protection against more than 200 
chemicals. Ten quality lines are avail- 
able. 

Circle No, 256 on reader service card 


Industrial gloves from Seiberling La- 
tex Products feature Firmgrip, an ex- 
clusive patented safety grip molded into 
fingers and palms, Contoured fingers pro- 
vide a comfortable fit. Catalog G-5 con- 


tains a complete review of Seiberling’s 
glove line. 
Circle No. 257 on reader service card 


Glo-Gluvs are described in literature 
offered by Granet Corp. As their name 
implies, these gloves glow so that they 
can be seen from a distance, a real ad- 
vantage in many industrial situations 
where spot identification is a safety req- 
uisite. 

Circle No. 258 on reader service card 


Racine Glove, Inc., offers this free job 
test. Send, in detail, a description of 
materials to be handled, temperature con- 
ditions, and type of job operation. The 
company will then recommend the cor- 
rect gloves and send free samples for 
you to test. A catalog is available on 
request. 

Circle No, 259 on reader service card 


White Rubber Co., which has pioneered 
many widely used advances in linemen’s 
gloves, can supply you with literature de- 
scribing its complete line. You'll also 
receive latest data on the testing, mainte- 
nance, and care of gloves. White gloves 
feature curved hand shape, contour cuffs. 

Circle No. 260 on reader service card 


National’s Buffer gloves, pressure- 
impregnated with vinyl plastic, give you 
real economy—outwear regular canvas as 
much as 6 to 1, They’re available in 
slipon and knit wrist styles. And they’re 
just one of the many glove models de- 
scribed in the National Glove Co. catalog. 

Circle No, 261 on reader service card 


Perforated Werx, a new glove made of 
vinyl-impregnated fabric, is air-condi- 
tioned for cool comfort in the hottest 
weather, Normal hand movement pumps 
air through the perforated back. It’s listed 
in the Edmont, Inc., catalog of vinyl-im- 
pregnated, plastic-, neoprene-, and rub- 
ber-coated gloves. 

Circle No, 262 on reader service card 


Advance Glove Manufacturing Co. 
publishes a safety catalog outlining its 
fuil range of safety gloves, clothing, and 
equipment. Included is a chart showing 
the recommended gloves for use with 
chemicals. All styles are indexed and 
illustrated. A convenient looseleaf guide 
for safety directors and buyers. 

Circle No. 263 on reader service card 


The Surety Rubber Co. manufactures 
a broad line of protective apparel — 
gloves, aprons, sleeves, leggings, spats. 
Its latest promotional kit contains speci- 
fication sheets and price lists covering all 
these items. Included are sample swatches 
of the neoprene and vinyl materials 
Surety uses for its industrial aprons. 

Circle No, 264 on reader service card 


Neoprene-coated Flexiprene work 
gloves in 2-piece jersey shell styling are 
more flexible than old-style neoprene 
gloves, Hood Rubber Co. says, Company 
literature emphasizes that tests. prove 
Flexiprene’s resistance to chemicals, oils, 
greases, and abrasion is unsurpassed by 
any neoprene work glove, regardless of 
weight. 

Circle No. 265 on reader service card 


Pioneer Rubber Co. says you can 
select the right glove with accuracy, 
speed, and convenience with its new 
selector chart. Just consult the “Job 
Condition Check List,” which contains 
evaluations of specific hand protection 
problems, and apply the data to one of 
four keys on the slide selector chart. At 
a glance, the right glove is selected from 
a variety of 57 models. 

Circle No. 266 on reader service card 


The latest Jomac, Inc., catalog explains 
how manufacturers are cutting costs and 
increasing worker safety by changing to 
Jomac terry cloth gloves. Jomacs are 
made of thick loop-pile fabric that cush- 
ions the hands, protecting them against 
sharp edges and rough surfaces. The 
catalog lists styles for every working 
condition. 

Circle No, 267 on reader service card 


The Charleston Rubber Co. has a new 
24-page, illustrated industrial protective 
equipment catalog. Emphasis is on 
Charco’s Neo-sol, Sensi-touch neoprene 
rubber, and Hy-Sol Buna N_. synthetic 
rubber gloves. Also described are pro- 
tective sleeves and aprons, danger flags 
and clamps. 

Circle No. 268 on reader service card 


GUARDS, MACHINE 
CONTROLS, TOOLS 


Modern Machine Tool Co.’s safety 
drill table combines a drill table, a vise, 
a set of parallels, and a V-block in a 
single unit. It makes for safe, fast drill- 
ing. Manufacturer’s literature says the 
table will save its cost in labor alone, 
every 6 months. Modern Machine will 
ship you a safety drill table, freight pre- 
paid. If you're not satisfied with it after 
30 days, return it to the company col- 
lect. The literature carries full details 
about this offer. 

Circle No, 269 on reader service card 


Searjeant Metal Products power press 
controls and accessories include: electro- 
pneumatic and electro-solenoid 2-hand 
controls with electric timers, automation 
controls for punch press operators, and 
press brake controls. The company’s new 
bulletin describes, diagrams, and carries 
complete specifications on each. 

Circle No. 270 on reader service card 
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Solder with speed and safety —try 
Wilder adjustable soldering iron holders. 
Place these well designed holders at any 
desired angle, mount them either on top 
of or under the work bench, A bulletin 
from Wilder Manufacturing Co. says 
three sizes fit most irons. 


Circle No, 271 on reader service card 


Safety Tower Ladder Co. offers a 
brochure on its Notch-Lok safety climb- 
ing device. In event of a slip or fall, it 
instantly and automatically locks, limits 
drop to a maximum of 6 inches, and 
stays locked until the workman regains 
his footing. 

Circle No, 272 on reader service card 


This new 8-page booklet from Brett- 
Guard Corp. shows you how your opera- 
tor can see and saw during cutting, mi- 
tering, and ripping operations, thanks to 
a new visual accessory for saw guard- 
ing. It also talks about circular saw 
guarding in general. The booklet con- 
tains a free wall chart that spells out 
proper sawing methods. Post it in the 
saw operators’ work area. 


Circle No, 273 on reader service card 


An Acro Metal Stamping Co. folder 
tells you how Acro-flex fastens metal to 
metal, metal to wood, or wood to wood, 
providing a guard on dangerous points 
of moving machinery. 


Circle No. 274 on reader service card 


Pow-R-Safe, Inc., literature tells us 
the company’s tool tester is portable, re- 
liable, easy to operate. It takes the guess- 
work out of electric tool operation. The 
testers check for open equipment ground, 
for faulty equipment ground, for power 
ground, for short circuits. They also 
operate the tool to test its mechanical 
running condition. 


Circle Ne. 275 on reader service card 


Bulldog Electric Products Division, 
I-T-E Circuit Breaker Co., describes how 
XL Bus Duct electrical systems provide 
3-way safety for people, property, and 
production. Technical data are available. 


Circle No, 276 on reader service card 


The Gets-A-Lite Guard and Guide 
can prevent fluorescent lamps from fall- 
ing. There’s nothing to break or replace; 
it’s made of indestructible spring steel 
wire. A Gets-A-Lite Co. brochure ex- 
plains that this clamp slips on any fixture, 
guides lamps into the socket, then holds 
them firmly. 


Circle No. 277 on reader service card 


The distance between the floor of your 
plant and your overhead valves is a 
danger zone where workers must climb 
ladders to reach the valves. But you can 
turn it into a safety zone. Just equip all 
overhead valves with Babbitt adjustable 
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sprocket rims with chain guides. Babbitt 
Steam Specialty Co. folders give you the 
facts. 


Circle No, 278 on reader service card 


Send for an Atlantic India Rubber 
Works, Inc., brochure showing a complete 
line of vacuum lifters that do a wide 
variety of jobs. There’s a design to fit 
your punch press needs. Catalog No. 52 
displays an array of industrial rubber 
products. 


Circle No, 279 on reader service card 


A brochure from Master Pneumatics, 
Inc., outlines causes of lubricator bowl 
breakage and how the Shatter-Guard 
eliminates this hazard. It contains all 
fragments and parts, including drain 
cock, when bursting occurs. 


Circle No, 280 on reader service card 


Vac-U-Mation Division, F. J. Littell 
Machine Co., offers you safety and 
economy for feeding and ejection. A 
new catalog describes Pres-Vac safety 
feeders and air blast valve ejectors. 


Circle No, 281 on reader service card 


Safety pliers for every need are listed 
in a new booklet offered by Osborn Manu- 
facturing Co. There are photos of each 
model. Weight and dimensions are cited. 
These tools provide your worker with a 
safe, sure grip, thereby preventing ac- 
cidents and expensive die and equipment 
damages. 


Circle No. 282 on reader service card 


A fan guard marketed by Rochester 
Safety Equipment Co. protects workers 
from injury, yet does not interfere with 
air flow. A bulletin from the manufac- 
turer also tells us the guards are wash- 
able, mildew-proof, nonstatic. 


Circle No. 283 on reader service card 


Ampco safety tools are nonsparking, 
noncorrosive, perfect where sparks might 
cause fires or explosions. Ampco Metal, 
Inc., offers Bulletin ST-5 to introduce 
you to its most popular items. You'll 
find illustrated information on wire 
brushes, hammers, scrapers, pliers, shov- 
els, wrenches. 


Circle No. 284 on reader service card 


Automatic Schrader air products can 
solve dangerous problems of handling, 
conveying, sorting. They stand up even 
under punishing environments, and will 
save manpower, man-hours, money. Ideas 
to help you plan automation of machines 
are contained in a brochure from A. 
Schrader’s Son, a division of Scovill 
Manufacturing Co. 


Circle No. 285 on reader service card 


The Possons positive punch press safety 
device features cables that automatically 


pull the press operator’s hands away 
from the danger zone. It even prevents 
a worker’s own carelessness from caus- 
ing an accident. More than 37,000 of 
these guards are now in use in leading 
plants. You'll learn more about them in 
a folder from Positive Safety Manu- 
facturing Co. 


Circle No, 286 on reader service card 


HEADGEAR 


Bulletin 71 from the Fibre-Metal Prod- 
ucts Co, illustrates its safety hat and 
cap combination goggles. It gives the 
answer to part-time eye protection and 
full-time head protection. The combi- 
natic; goggles are quick and easy to at- 
tach or remove. 


Circle No. 287 on reader service card 


Vanguard fiberglass, aluminum, and 
dielectric safety hats with nylon suspen- 
sion are described and illustrated in 
Welsh Manufacturing Co.’s bulletin 132. 
Suspension design provides added safety 
and comfort. These hats are easy to 
clean and sterilize. 


Circle No, 288 on reader service card 


For working in close quarters and 
avoiding those hidden hazards that are 
costing many industries thousands of lost 
man-hours daily, E. D. Bullard Co.’s 
feather weight bump cap is excellent. 
Demonstrations and free literature are 
easily obtained. 


Circle No, 289 on reader service card 


Davis Hedgard hard hats and caps pro- 
vide unfailing safety and comfort for 
industrial workers. They’re made from 
injection molded plastic that withstands 
repeated 40-foot-pound impact _ tests. 
Bulletin 1419 from Davis Emergency 
Equipment Co. describes dielectric and 
standard models. 


Circle No, 290 on reader service card 


A lightweight safety hat from Gentex 
Corp. features a 6-point suspension sys- 
tem to keep the hat in positive balance. 
Its polyethylene shell won’t crack at the 
brim or crown even when dropped on 
concrete, a company bulletin tells us. Di- 
electric resistance ranges up to 10,000 
volts. Available in both brim and peaked- 
cap models. 


Circle No. 291 on reader service card 


An exclusive new suspension design 
makes Apex safety hats and caps extra 
comfortable, extra secure. Choose from 
fiberglass, aluminum, and electrical (poly- 
ethylene) models. All three exceed stand- 
ards for hard hat safety. For details, 
check the bulletin offered by the safety 
department of Boyer-Campbell Co. 


Circle No. 292 on reader service card 





Welding helmets, safety hats, goggles, 
and face shields share the spotlight in 
Jackson Products Co.’s latest catalog. 
Brief, informative product descriptions 
include dimensions, applications, refer- 
ence to outstanding features, and prices. 

Circle No, 293 on reader service card 


Women workers must keep their hair 
tucked neatly out of harm’s way. Other- 
wise, they may be pulled into lethal ma- 
chinery. The answer: Kennedy-Ingalls’ 
Victory cap, designed with a snood-type 
back, described and illustrated in manu- 
facturer’s literature. 


Circle No. 294 on reader service card 


HOUSEKEEPING & 
MAINTENANCE 


A scientific report on Ice-Foe, product 
of Walton-March Co., analyzes the ef- 
fectiveness of the product in terms of the 
speed with which it melts ice, its per- 
formance at various temperatures, and 
its effect on concrete. The report, written 
by Homer A. Hamm, Ph.D., a research 
consultant, also appraises Ice-Foe’s solu- 
bility and rust preventive properties. 

Circle No. 295 on reader service card 


Lawter Chemicals, Inc., has prepared 
a unique folder with two side-by-side 
panels representing regular and HI-VIZ 
Fluorescent Safety Color. Each panel 
contains five stripes of color against a 
black background. The company suggests 
you detach the HI-VIZ panel and stick 
it to any equipment now painted with 
regular safety color. It feels comparison 
will prove HI-VIZ’s superior safety 
value and its ability to attract immediate 
attention. 


Circle No, 296 on reader service card 


This Myco Tri-Poxy resurfacer ap- 
plied to concrete, wood, even metal floors, 
has great strength. A 1/4-inch layer is 
4 times stronger and 6 times more abra- 
sion resistant than 4-inch concrete, a 6- 
page folder from Masury-Young Co. tells 
us. Tri-Poxy adheres tightly, maintains 
its color permanently, is fireproof. 


Circle No, 297 on reader service card 


Information is offered about Super 
Diamond stainless steel floor plate by 
Easterg Stainless Steel Corp. Describing 
the safety and economy features, Booklet 
No. 152 shows applications and includes 
safe uniform load tables, types of floor 
plates available, and specifications. A 
companion booklet, No. 153, shows the 
product in use. 


Circle No. 298 on reader service card 


Worn, slippery stairs get a real face- 
lifting when you apply aluminum Super 
Stairmaster treads. Tread ribs are made 
of diamond-hard abrasive for firm, sure 


footing. First, level worn stairs with 
plastic mix leveling compound, then put 
on the treads. Your maintenance men 
can do the job quickly and easily. Just 
have them follow the instructions con- 
tained in Wooster Products’ new bulletin. 


Circle No, 299 on reader service card 


A catalog from George J. Arafe Co. 
tells of the performance its safety mats 
deliver and also contains illustrations and 
price lists. Other mats featured include 
models designed for quick drainage, 
shock absorption, and for routing traffic. 


Circle No, 300 on reader service card 


Without obligation, details on Simoniz 
heavy-duty all-purpose sponges will be 
sent to you. Fully absorbent ; won't shred. 
Ideal for walls, windows, washrooms, and 
equipment. Medium and large sizes. 


Circle No, 301 on reader service card 


Hild Floor Machine Co.’s extensive 
line of vacuum tools, hoses, and acces- 
sories is reviewed in a new company bro- 
chure. In addition to floor, carpeting, 
and hand tools, the Hild line includes 
furnace and boiler cleaning tools and 
overhead tools for cleaning walls, pipes, 
and beams. 


Circle No, 302 on reader service cord 


Alundum stair and floor tiles serve the 
cause of safe footing. They contain from 
65 to 80 percent aluminum oxide, abrasive 
grain for positive gripping action and 
long tread life. New Norton Co. litera- 
ture points to Alundum installations that 
are still giving excellent service after 
40 years. 


Circle No, 303 on reader service card 


Workers’ feet remain firmly and safely 
on the ground while washing windows 
up to 76 feet above floor levels with a 
new high window washer developed by 
Tucker Manufacturing Co. Tucker litera- 
ture says this device saves up to 15 min- 
utes of washing time per window. 


Circle No, 304 on reader service card 


Geerpres Wringer, Inc., literature cov- 
ers single and double unit mop buckets. 
The single unit (one bucket) is for small 
cleaning jobs. The double unit (two 
buckets) is for large jobs. Buckets are 
mounted on an aluminum chassis and have 
ball bearing casters. 


Circle No, 305 on reader service card 


Legsure, a resin-type floor polish, 
gleams like a new penny with or without 
buffing. A brochure from Walter G. 
Legge Co. states that Legsure is slip- and 
scuff-resistant, dirt- and water-repellent. 
It spreads evenly, dries quickly with no 
tackiness. 


Circle No. 306 on reader service card 


Chlorothene Nu cold degreasing sol- 
vent has all the desirable characteristics 
of the nonflammable chlorinated solvents 
plus less toxicity. Literature is available 
from Dow Chemical Co. about the sol- 
vent’s safety features, uses, recovery, and 
cost. 


Circle No. 307 on reader service card 


If cleaning parts that require individual 
handling is a problem, Graymills Corp. 
has a complete catalog on four low-cost 
Clean-O-Matic parts washers that will 
help you. Jet spray, pistol-grip nozzle, 
steady-flow metal flush hose, and hy- 
draulic- or air-agitated soak tank. Auto- 
matic safety cover with fusible link re- 
duces fire hazard. 


Circle No, 308 on reader service card 


Cloth cleaning rags can pass on in- 
fections, collect small metal particles that 
scratch workers’ hands, and catch in ma- 
chinery. A booklet from Kimberly-Clark 
Corp. recommends Kimwipes disposable 
wipers to eliminate the dangers. They 
come in two sizes: one for the hands, a 
smaller one for goggles. 


Circle No. 309 on reader service card 


“Color Dynamics,” a booklet from 
Pittsburgh Plate Glass Co., tells how 
hundreds of industrial plants are using 
color to improve the productive efficiency 
and well-being of their workers. It states 
that a modern painting system can lessen 
eyestrain and physical fatigue, improve 
morale. 


Circle No, 310 on reader service card 


Among the products featured in liter- 
ature offered by Finnell System, Inc., are 
conventional polishing-scrubbing machines 
in both concentrated and divided weight 
types, dry scrubbers with self-sharpening 
brushes for cleaning greasy floors, and 
combination scrubber-vac machines in 
selfpowered and electric models. More 
than 20 different kinds of floor mainte- 
nance machines are described and illus- 
trated. 


Circle No. 311 on reader service card 


The J. B. Ford Division, Wyandotte 
Chemicals Corp., offers a 6-page folder 
of concise information on Wyandotte in- 
dustrial cleaning products. It covers ma- 
chinery and equipment maintenance, hot 
soak tank cleaning, steam cleaning, paint 
stripping. A special section is devoted to 
floors, walls, painted surfaces, skylights. 


Circle No, 312 on reader service card 


An index to solving maintenance prob- 
lems is available from Fine Organics, 
Inc. This pocket-size index entitled 
“Technical Data Sheet 13” treats 78 in- 
dustrial maintenance products, including 
cleaners, strippers, polishers, and many 
other useful items. 


Circle No, 313 on reader service card 
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Alcoa abrasive tread plate prevents 
costly slipping accidents that can injure 
workers, slow production, raise insurance 
rates. An Aluminum Co, of America 
folder shows you how this floor plate re- 
mains slip-proof even when wet or 
greasy. Application and design data are 
included. 

Circle No, 314 on reader service card 


A brochure offered by Switzer Bros. 
contains a graphic comparison of Day- 
Glo paint and ordinary paint. A plant 
photo is bisected. One half shows instal- 
lations painted with ordinary paint; the 
other half has been painted with Day-Glo. 
The higher visibility of Day-Glo is dra- 
matically demonstrated. 

Circle No. 315 on reader service card 


Buckeye Tred-Safe is an antislip floor 
wax containing Ludox. It is water-resis- 
tant, requires no buffing, dries in 20 
minutes, and may be easily applied with 
mop or applicator. Available in 5-gallon, 
15-gallon, 30-gallon, and 55-gallon drum 
sizes. Literature from the manufacturer, 
Davies-Young Soap Co., provides com- 
plete product details, 

Circle No. 316 on reader service card 


Sol-Speedi-Dri, an all-purpose mineral 
absorbent, has 101 uses around industry 
and. the home, manufacturer’s literature 
says. Applied to floors, it helps prevent 
slips and falls, reduces fire hazards. It 
also prevents deterioration of oil-soaked 
floors. Send today for a free sample. 

Circle No, 317 on reader service card 


Mott Corp. urges you to get your copy 
of the “Story of the Shoe.” It deals with 
the safety factor that is built into Mott 
Hammer-Knife mowers. 

Circle No, 318 on reader service card 


SS-25 safety solvent is described in a 
free folder from National Chemsearch 
Corp. It is used in the windings of elec- 
tric motors, leaves no residue and com- 
pletely cuts greases and oils. No flash 
at boiling point. Discuss your degreasing 
problems with a representative. 

Circle No, 319 on reader service card 


Teclene and Vythene-D are a versatile 
pair of cleansing products to meet your 
plant housekeeping needs, Teclene is for 
heavy-duty production and maintenance 
cleaning of all metals and _ concrete. 
Vythene-D is a nonflammable fluid for 
metals and fabrics. Get technical data 
bulletins from Tect, Inc. 

Circle No, 320 on reader service card 


Garlon, a product of Dow Chemical 
Co., gets rid of weeds and wild grass. 
One pint of Garlon in 3 gallons of water 
covers approximately 1,000 square feet. 
It saves you labor, improves the appear- 


76/Occupational Hazards/August 1961 


ance of your plant, and diminishes haz- 
ards. Complete product details and in- 
structions are contained in the manufac- 
turer’s bulletin. 

Circle No, 321 on reader service card 


There’s a style of Eagle safety can to 
meet every industrial need. All styles 
are electrically welded, made from heavily 
coated 24-gauge terne steel. A brochure 
from Eagle Manufacturing Co, includes 
color illustrations of filler, dispenser, 
bench, drip, plunger, and drain cans. It 
also gives specifications, prices. 

Circle No. 322 on reader service card 


Any man can kill weeds at the rate of 
1,000 square feet per minute. Literature 
from U.S. Borax gives full particulars. 
Ureabor 31 lowers maintenance cost, pro- 
tects property, and improves appearance 
of industrial grounds. A single applica- 
tion gives year-long protection. 

Circle No, 323 on reader service card 


Oil Spunj soaks up oils, greases, and 
chemicals. Just spread it on wood, metal, 
on concrete floors. Leave it until it’s 
saturated, then sweep it off. It'll give 
you a nonskid surface: Also smothers 
flash fires. Free sample, literature, and 
price list are offered by Canfield Oil Co. 

Circle No. 324 on reader service card 


Maintenance men just spray Spotcheck 
on machine parts, and it instantly uncov- 
ers defects. The spray shows the defect 
in red against a white background. In 
this way, you can prevent dangerous 
mechanical failures by anticipating them. 
Complete details are contained in a 
bulletin from Magnaflux Corp. 

Circle No. 325 on reader service card 


Floor mats from Durable Mat Co. give 
workers safe, nonskid footing and reduce 
fatigue caused by unyielding concrete 
floors, to pave the way for increased pro- 
duction and improved efficiency. The 
manufacturer provides a complete prod- 
uct run-down in its new literature. 

Circle No, 326 on reader service card 


LADDERS, SCAFFOLDS 
& PLATFORMS 


American Allsafe Co. issues bulletin 
sheets on its fiberglass reinforced ladders. 
They are laboratory tested to support 
the claims for strength; noncorrosive 
and nonconducting. 

Circle No. 327 on reader service card 


Safety stepladders equipped with a 
new locking device are featured in Bally- 
more Co.’s catalog. When the Ballylock 
is open, the latter’s hinged first step is 


slightly raised. Its rubber-tipped legs are 
above the floor. The ladder rolls easily. 
When you mount the ladder, the first step 
lowers to normal position. The legs lower 
to grip the floor firmly. A latch engages 
securely. You release the Ballylock with 
a touch of the foot. 
Circle No, 328 on reader service card 


The Cramer Stop Step, available in 
models with one to six steps, is a mobile 
staircase which enables factory, ware- 
house, and stockroom workers to reach 
storage bins safely. It rolls anywhere 
easily, then stops and freezes to the floor 
when you step on it. Read about it in a 
Cramer Posture Chair Co, folder. 

Circle No. 329 on reader service card 


Hi-Reach telescopers are working plat- 
forms that allow men to work safely up 
to 100 feet above floor level. For 100-foot 
levels, custom-built models are offered. 
Standard models are available in lifts of 
10 feet 9 inches to 40 feet. Literature 
from Economy Engineering Co. offers 
complete product details. 

Circle No. 330 on reader service card 


Low-cost Louisville Colonel aluminum 
planks and stages support up to 1,600 
pounds. They're constructed with ex- 
clusive Oval-Lok rung-to-rail connec- 
tions, slip-proof aluminum decking. This 
makes them safe and durable for 1- 
or 2-man loads. Look for sizes and de- 
tails in a Louisville Ladder Co. folder. 

Circle No, 331 on reader service card 


Catalog A reports how Patent Scaf- 
folding Co. aluminum rolling scaffolds 
cut the number of accidents resulting 
from slips and falls. Broad working plat- 
forms permit men to work safely in any 
direction. Bulletin SL-1 describes the 
stability and design of rolling safety lad- 
ders. 

Circle No. 332 on reader service card 


LINEMEN'S EQUIPMENT 


Literature from Rose Manufacturing 
Co, provides product details on its line 
of auto seat belts, safety belts, chisel 
grips and accessories, lanyards, shock 
absorbers, and ladder safety deviccs and 
accessories. Product applicatiogs and 
features are cited. 

Circle No. 333 on reader service card 


The Miller Equipment Co. catalog, de- 
voted to linemen’s equipment, includes 
product descriptions and illustrations of 
industrial safety belts, body belts, and 
harness safety belts. Industry generally, 
and power and utility companies particu- 
larly, will be interested in reviewing this 
line. 

Circle No. 334 on reader service card 





Industrial Products Co. has announced 
a new 4-page bulletin featuring linemen’s 
equipment and related safety accessories. 
These products include: linemen’s glove 
bags, combination glove and sleeve bags, 
belt safety pouches, pole line number 
plates, clamp-on danger flags, pole truck 
flag holders. 

Circle No, 335 on reader service card 


Off-the-ground workers needn’t worry 
about climbing dangers if they’re wearing 
a Tulito safety clamp, according to Meyer 
Machine, Inc., literature. Tests indicate 
the clamp can withstand a dead load of 
over 2,100 pounds. It’s guaranteed to oper- 
ate instantly and hold a man under any 
conditions. 

Circle No. 336 on reader service card 


MATERIALS HANDLING 


Columbus McKinnon Chain Corp. sug- 
gests two steps to give you a practical, 
proved chain safety program. First, be 
guided by the company’s clearly illus- 
trated data book that’s yours for the 
asking. It covers sling chain selection, 
care, use, and inspection. Second, specify 
Herc-Alloy, the original alloy-steel chain 
introduced in 1933 and continually im- 
proved for safety and economy. 

Circle No, 337 on reader service card 


Avistrap, a radically new strapping 
material made of super-strength rayon, 
outperforms steel strapping in extensi- 
bility and impact resistance. And, with 
no sharp edges, it can’t cut hands or 
otherwise injure workers. There’s no 
disposal hazard, either; it’s easy to han- 
dle, easy to burn. An American Viscose 
Corp. brochure gives the facts on this 
new idea in safe packaging. 

Circle No. 338 on reader service card 


Merrill material handling devices com- 
bine safety with economy. The company 
manufactures a variety of lifting clamps, 
safety hooks, drum lifters and tilters, 
hand grips. All clamps are drop forged 
for strength. For information on more 
than 25 handling devices, consult the 
Merrill Brothers catalog C-2. 

Circle No, 339 on reader service card 


A pamphlet from Micron, Inc., de- 
scribes a lever dolly which can easily 
lift and roll away loads weighing up to 
5,000 ‘pounds. The high leverage ratio 
between power and load eliminates the 
danger of tip-ups and high falls, the 
pamphlet says. 

Circle No, 340 on reader service card 


The Thompson safety hook, designed 
to fit any crane or hoist, is described and 
illustrated in literature offered by the 
manufacturer, Shepard Niles Crane & 


Hoist Corp. The hook has a positive 

locking feature, a full throat opening, 

and capacities ranging up to 20 tons. 
Circle No, 341 on reader service card 


Use these mirrors in plant aisles, on 
loading platforms — in fact, any place 
where blind corners, intersections, or en- 
trances are potential traffic hazards. The 
mirrors mount high on a wall, reflect 
cross movement of oncoming floor traf- 
fic, eliminate the principal cause for 
collisions. A Fred Silver & Co. bulletin 
lists styles, sizes, prices. 

Circle No. 342 on reader service card 


Crosby Laughlin Division, American 
Hoist & Derrick Co., literature includes 
a free catalog giving data on 2,000 types 
and sizes of forged fittings for wire rope 
and chain. Claimed by the company to 
have 100-percent holding power, the fit- 
tings are fully detailed in this free cata- 
log. 

Circle No. 343 on reader service card 


Safety lift hooks with a 360° swivel 
are highlighted in a bulletin from Mentor 
Products, Inc. These hooks are available 
in 3-, 6-, 9-, and 15-ton capacities. 

Circle Ne, 344 on reader service card 


Why risk a traffic accident in your 
plant? Klear-Vu safety mirrors answer 
the dangerous blind corner problem. 
Mounted at corners, they clearly reflect 
the movement of approaching intersec- 
tional traffic. You'll find sizes and prices 
in a bulletin from Lester L. Brossard Co. 

Circle No. 345 on reader service card 


Literature and prices are available on 
the Morse Manufacturing Co. drum 
cradle truck for 55- and 110-gallon drums 
and drum hand truck for drums 24 inches 
to 45 inches high and with diameters from 
15 inches. 

Circle No, 346 on reader service card 


Safety Wheel Blocks are light, strong, 
and tough because they’re steel castings. 
They'll prevent accidents caused by ve- 
hicles moving away from docks while 
loading or unloading. For blocks that 
hold even heavy trucks and trailers with 


ease, consult Calumet Steel 
Corp. literature. 
Circle No. 347 on reader service card 


Castings 


The latest Tuffy Sling handbook will 
answer all your questions about types, 
dimensions, rated loads, of wire rope. It's 
offered by Union Wire Rope Corp. to 
help you get better performance, greater 
safety, longer service, from slings. You'll 
also get details on the complete line of 
Tuffy slings, hoist lines, and special- 
purpose wire ropes tailored to every in- 
dustrial need. 

Circle No, 348 on reader service card 


The Dillon Dyna-Switch stops hoist 
and crane overloading; it automatically 
cuts off power when load exceeds preset 
weight. You can also set it to ring bells, 
operate warning lamps. An illustrated 
brochure from W. C. Dillon & Co. calls 
it “a silent watchman that never sleeps.” 

Circle No, 349 on reader service card 


Blind corners are an invitation to seri- 
ous accidents. You can eliminate them 
in your plant with reflector mirrors which 
provide a widespread 160° viewing angle. 
Use them also on loading platforms and 
over assembly line operations. Complete 
details on these mirrors come in literature 
of Norman Industries, Inc. 

Circle No. 350 on reader service card 


Consult bulletin DH-28A from Wright 
Hoist Division, American Chain & Cable 
Co., for a wide selection of motor-driven 
and hand-operated hoists, trolleys, cranes. 
It contains the following data on all 
units: mountings, specifications, suspen- 
sions, clearances, lifting capacities. 

Circle No. 351 on reader service card 


NOISE CONTROL & 
HEARING TESTERS 


Eckoustic Panels protect employees 
from the harmful effects of exposure to 
continual noise, increase efficiency by 
creating more comfortable work condi- 
tions. They consist of two layers of steel 
wrapped around a blanket of Fibreglas. 
An Eckel Corp. folder shows you how 
to solve noise problems fast and eco- 
nomically. 

Circle No, 352 on reader service card 


“Industrial Noise” is treated in a book- 
let by Flents Products Co. Pointed out 
are the dangerous effects of noise on 
employee health, the cost of compensa- 
tion claims, and increased production 
costs. Also described is the effective use 
of Flents Anti-Noise Ear Stoppers. 

Circle No, 353 on reader service card 


Sonotone Pure-Tone Audiometers fill 
the need of modern industry for accurate, 
compact hearing test equipment. They 
meet or exceed all recognized technical 
and medical standards of design and per- 
formance. You'll find data on four mod- 
els in a Sonotone Corp. folder. 

Circle No. 354 on reader service card 


You can stop hearing loss before it 
starts with the Scott portable sound level 
meter, Winner of an Electrical Manufac- 
turing Award for outstanding product 
design, it enables you to police work areas 
regularly and check harmful noise levels. 
It’s one of many sound instruments in the 
H. H. Scott, Inc., catalog. 

Circle No, 355 on reader service card 
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Twenty-seven years ot experience in 
the design and manufacture of sound- 
measuring equipment lie behind the Gen- 
eral Radio Type 1551-B  sound-level 
meter. Wide measuring range from 24 
to 150 db. Technical data and cost in- 
formation are offered. 


Circle No. 356 on reader service card 


A new catalog showing the largest 
line of package silencers ever available 
is issued by the air-conditioning depart- 
ment of Industrial Acoustics Co. It shows 
acoustic performance of these Quiet-Duct 
silencers and lists over 44 unit sizes and 
90 multiple unit sizes by airflow. 


Circle No, 357 on reader service card 


Straightaway Ear Protectors feature 
removable ear seals and noise filters. 
They weigh only 11 ounces, have a gentle 
flexible headband with low-tension spring 
that lets you wear them comfortably for 
hours. David Clark Co, offers an at- 
tenuation chart and descriptive brochure. 


Circle No, 358 on reader service card 


All Sigma Engineering Co. asks is 30 
seconds to prove by demonstration that 
Lee Sonic Ear-Valvs protect the ear- 
drums from harmful noise, yet permit 
you to hear normal conversation and 
harmless sounds. The Sigma booklet re- 
viewing this product discusses its 30- 
second demonstration offer. 


Circle No, 359 on reader service card 


A Beltone portable audiometer can 
simplify your plant’s hearing test pro- 
gram, help conserve the hearing of new 
and veteran employees. An illustrated 
brochure from Beltone Hearing Aid Co. 
reveals that the audiometer is accurate, 
easy to operate. It weighs only 11 pounds. 


Circle No. 360 on reader service card 


This catalog from Allied-Witan Co. 
illustrates sound control applications and 
contains charts and graphs showing re- 
duction of noise in decibels. It also shows 
flow rates and operating specifications of 
Allied-Witan’s new Atomuffler, designed 
to protect workers in high noise areas. 

Circle No. 361 oa reader service card 


Sound metal panels enclose noise 
sources, rather than allow them to perme- 
ate through the plant. The manufacturer, 
Koppers Co., says in its bulletin that 
the product also increases worker ef- 
ficiency, prevents costly physical and 
psychological injuries, and improves com- 
munity relations. 


Circle No. 362 on reader service card 


Zenith Radio Corp. presents its first 
diagnostic audio-analyzer, a single-chan- 
nel, 6-tube audiometer with record play- 
back unit and desk speaker. The opera- 
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tor can make 13 major pure tone and 
speech tests. A brochure on the device 
is free. 


Circle No. 363 on reader service card 


PLANT SECURITY 


For facts on plant security that you 
can always depend upon, send today for 
the American District Telegraph Co.’s 
booklet. ADT states that it helps safe- 
guard $55 billion worth of commercial 
and industrial properties. 


Circle No, 364 on reader service card 


William J. Burns International Detec- 
tive Agency tells, in “It Takes More 
Than Fences,” how you can get modern 
protection at a 20-percent or more sav- 
ing. Every Burns guard knows first aid, 
fire prevention, intruder apprehension, 
daily log maintenance, time clock super- 
vision, parking lot direction, reception 
procedures, and patrol methods. 

Circle No. 365 on reader service card 


Four basic Edwards Co. industrial fire 
alarm and detection systems are avail- 
able to meet your needs. They are eco- 
nomical and require minimum mainte- 
nance. Inquire about local distributors in 
your city and get descriptive literature. 


Circle No, 366 on reader service cord 


From the Detex Watchclock Corp. 
comes a new plant protection handbook. 
Subjects covered: Why have guards, se- 
lection and duties of guards, sprinkler 
systems, and other topics. Single copies 
of the 2-color manual are free. 


Circle No. 367 on reader service card 


“What Every Businessman Should 
Know About Closed Circuit TV” is a 
9-page illustrated brochure by General 
Precision, Inc., explaining industrial and 
commercial television in layman’s lan- 
guage. Lightly written with a serious 
intent, it covers many safety applications. 


Circle No, 368 on reader service card 


Federal Sign & Signal Corp.’s bulletin 
105 tells all about its Vibratone horns. 
They’re easy to install—require no special 
tools or fittings, tuning, or adjustment. 
Just attach them to any outlet box. 


Circle No. 369 on reader service card 


U-C Lite Manufacturing Co.’s new 
catalog contains the entire line of Big 
Beam hand lamps, flares, and emergency 
lighting. 


Circle No. 370 on reader service card 


If power fails, the Exide Lightguard 
goes on automatically—prevents panic, in- 


jury, damage. This emergency lighting 
unit has a built-in automatic charger, 
plugs into any regular outlet. A brochure 
with full details is available from Exide 
Industrial Division, Electric Storage Bat- 
tery Co, 

Circle No, 371 on reader service card 


Falcon Alarm Co. has assembled data 
on the correct positioning of the auto- 
matic fire alarm. It covers various 
modes of construction. These facts and 
statistics are free, could really prove help- 
ful in promoting your plant security 
program, 

Circle No, 372 on reader service card 


The Gamewell Co.’s “Gamewell Fire 
Alarm System Planning Guide” explains 
how you can safeguard your business or 
plant from fire losses, The manual, sent 
without obligation, gives you tips on pro- 
tecting human lives, and buildings and 
equipment that can’t be replaced at their 
original cost. 

Circle No, 373 on reader service card 


An illustrated 16-page booklet designed 
to help you save money when you plan 
emergency lighting is available from 
Carpenter Manufacturing Co. “How To 
Select Emergency Lighting” gives step- 
by-step instructions for determining where 
such lighting is needed. 


Circle No, 374 on reader service card 


Bulletin SM-59-361, “Phon-O-Matic,” 
describes fire alarm, emergency commu- 
nication, and plant security systems. The 
2-color, 4-page bulletin is fully illustrated 
to show the economical, efficient systems 
offered by Notifier Corp. 


Circle No, 375 on reader service card 


A Walter Kidde & Co. illustrated bro- 
chure describes ultrasonic burglar detec- 
tion-alarm systems. This 2-color, 12-page 
prospectus is aimed at promoting what 
the company terms the greatest advance 
in the last quarter of a century in the 
field of intruder detection. 


Circle No, 376 on reader service card 


“The remote station fire alarm system 
connects your property to your local fire 
department” is the theme of a 2-color, 
4-page folder offered by the Autocall Co. 
With photos, text, and drawings it tells 
how you are provided with positive, con- 
tinuous fire protection. 

Circle No, 377 on reader service card 


A warning light which emits 60 eye- 
catching impulse flashes per minute keeps 
workers alert to dangers. Used extensive- 
ly in potential explosion areas and on 
maintenance, construction, and renovation 
jobs. A bulletin from North American 
Signal Co. provides complete product de- 
tails and applications and lists prices. 


Circle No, 378 on reader service card 





PROTECTIVE CLOTHING 
& WORK UNIFORMS 


The Diamond PVC protective suit 
safeguards workers from exposure to 
chemicals, water, excess dust or dirt. 
Made of inexpensive polyvinyl chloride 
plastic, it fills the need for a disposable 
suit at a fraction of the usual cost. Safety 
First Supply Co. offers literature and 
prices. 

Circle No. 379 on reader service card 


Catalog 201 by M. Setlow & Son, Inc., 
describes through the use of photos, line 
drawings, and concise text its union- 
made work clothes. Besides supplying 
readymade clothing, Setlow will custom 
design work clothing to meet your spe- 
cial requirements. 


Circle No, 380 on reader service cord 


Travis Fabrics, Inc., will send samples 
of its complete line of lint-free and acid- 
resistant fabrics. Samples include fabrics 
of 100-percent Dynel, 100-percent Da- 
cron, and blends of Orlon and Dacron. 


Circle No. 381 on reader service card 


To safeguard your employees, specify 
work clothes treated with Lynrus Fire- 
Foe, the durable flame-resistant finish. 
Garments treated with it are nontoxic, 
harmless to the skin, withstand launder- 
ing and dry cleaning. Test reports from 
Lynrus Finishing Co, show you why it’s 
used so extensively in industry. 


Circle No, 382 on reader service card 


Defense Apparel has literature on its 
head-to-toe clothing to protect workers 
against contamination and radioactive 
materials. 


Circle No. 383 on reader service card 


“Safetex” means flame-resistant safety 


clothing. Wamsutta/Pacific Industrial 
Fabrics has information spelling out the 
benefits of Safetex fabrics. Comfortable, 
longwearing Safetex retains its flame 
resistance even after numerous launder- 
ings. 


Circle No, 384 on reader service card 


Worklon acid-resistant industrial ap- 
parel saves you money because it lasts 
much longer than cotton or wool work 
clothes. Worklon apparel is made of dur- 
able Dacron and Dynel. In the latest 
Worklon, Inc., catalog, you'll find lint- 
free and static-free styles to meet every 
requirement. 


Circle No, 385 on reader service card 


Basco Hycar and neoprene aprons give 
long service, with exceptionally high re- 
sistance to grease and hazardous cutting 
oils. Split leg aprons and sleeve aprons 


also available for leg, shoulder, and upper 
arm protection. Free samples and price 
lists are offered by Associated Bag & 
Apron Co. 


Circle No. 386 on reader service card 


Want to keep hot spot workers cool, 
safe, efficient? Intensive laboratory and 
field tests have proved new type 75 
“Scotch-Shield” Aluminized Fabric three 
times more durable than earlier fabrics. 
Minnesota Mining & Manufacturing Co. 
offers you performance reports, complete 
information, and free fabric samples. 


Circle No, 387 on reader service card 


The importance of protective clothing 
is dramatically demonstrated in a Wheel- 
er Protective Apparel booklet which 
contains disaster photos. In each case, the 
tragic consequences could have been 
alleviated if firefighters had had the prop- 
er protective apparel. Wheeler’s line of 
fire protective clothing ranging from fire- 
fighting suits to gloves and boot covers, is 
reviewed. 


Circle No. 388 on reader service card 


Literature from Globe Manufacturing 
Co. lists a variety of firemen’s suits and 
accessories. It pictures suits designed for 
every climate, plus such optional equip- 
ment as wristers, suspenders, and re- 
placement liners. 


Circle No, 389 on reader service card 


Safety Clothing & Equipment Co.’s 
Gardwell line includes aprons, leggings, 
spats, gloves, and mittens. Catalog No. 
501 gives complete details on the firm’s 
entire product line. 


Circle No. 390 on reader service card 


The Sawyer-Tower line of industrial 
suits and coats features a wide choice of 
fabrics, among them, neoprene, rubber 
latex, vinyl-coated nylon, and vinyl-coated 
cotton. Manufacturer’s literature de- 
scribes and illustrates the various models 
and fabrics. 


Circle No, 391 on reader service card 


Disposable paper clothing gives those 
who work around electronic apparatus 
and radioactive substances better protec- 
tion than ordinary clothing because paper 
is more impervious than most fabrics. Get 
complete details from Disposables, Inc. 


Circle No. 392 on reader service card 


Sager Glove Corp. has a Dynel work 
clothing file which illustrates how effec- 
tive Dynel is in resisting chemicals and 
which demonstrates Dynel’s virtual im- 
munity to acids, alkalis, and strong de- 
tergents. The Sager line also includes 
wool, flame-proof duck, and asbestos 
clothing. 


Circle No, 393 on reader service card 


Industrial Safety Specialties Co. has 
information concerning the Issco prox- 
imity suit. Highly polished aluminized 
asbestos surface reflects 90 percent of 
radiant heat. Made in one unit, including 
gloves. 


Circle No, 394 on reader service card 


SAFETY EDUCATION 
& PROMOTION 


Warning signs put workers on the alert 
for possible hazards and dangerous areas. 
This is the message you receive from the 
latest catalog of Standard Signs, Inc. 
Whether you need portable or manhole 
barricades, or the telescoping warning 
tripod providing high/low level warning, 
this new catalog gives a complete run- 
down of available metal signs. 


Circle No, 395 on reader service card 


Wagner display signs with changeable 
copy help you surround your plant with 
up-to-the-minute accident prevention mes- 
sages. You can change messages quickly 
without climbing a ladder; the letters can 
be moved by means of a “mechanical 
hand.” Wagner Sign Service, Inc., will 
send an informative data file. 


Circle No. 396 on reader service card 


Play it safe in your plant with color- 
ful, attention-holding accident preven- 
tion signs. Every danger spot should be 
marked with an appropriate warning 
sign to remind employees constantly of 
the safety lessons you’ve taught them. A 
64-page catalog from Stonehouse Signs, 
Inc., pictures a complete line of signs 
and tags in full color. 


Circle No. 397 on reader service card 


A detailed, illustrated price sheet deal- 
ing with Ad-O-Plastic’s embossed plastic 
radiation signs is available free. Signs 
warning of radioactive material, radia- 
tion areas, and X-rays are in sparkling 
colors of magenta and yellow. Special 
wording at no extra cost. 


Circle No. 398 on reader service card 


Ready Made Sign Co. announces its 
latest catalog of industrial signs, includ- 
ing signs covering fire prevention, radia- 
tion, first aid, and plant traffic. This 4- 
color catalog lists signs to meet all your 
requirements. 


Circle No. 399 on reader service card 


Bray Studios, Inc. safety training 
films show you how to avoid muscle 
strains and eliminate needless compensa- 
tion costs. Descriptive folders and prices 
covering the films are available. 


Circle No. 400 on reader service card 
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Safe workers deserve recognition for 
their years of continued alertness. They 
will appreciate a “No Accident” or “Safe 
Driver” award as a permanent reminder 
of their contributions to the company 
safety program. A 40-page catalog from 
Williams Jewelry & Manufacturing Co. 
suggests appropriate emblems, plaques, 
trophies, and incentive awards. 

Circle No. 401 on reader service card 


Prairie State Products Co. has litera- 
ture on cartoon-type metal cans. They’re 
real eyecatchers when placed in hazard- 
ous places around the plant. 

Circle No, 402 on reader service card 


Prevent back injuries by showing 
workers the right way to lift. “Lifty,” an 
animated training puppet, helps you dem- 
onstrate how injuries are caused by im- 
proper lifting; it then shows how to lift 
properly, with the legs. Learn more about 
this sturdy safety tool in a Training Aids 
pamphlet. 

Circle No. 403 on reader service card 


The Metal Arts Co. has a brochure ex- 
plaining the application of its safety 
awards plan to the needs of your firm. 
It is a practical incentive plan to keep 
employees interested in their personal 
safety records. Plants using the plan re- 
port reductions in insurance rates and ac- 
cident frequency. 

Circle No. 404 on reader service card 


Elliott Service Co. offers brochures 
covering such subjects as property con- 
servation and year-round accident pre- 
vention. These 2-color brochures are 
of special interest to safety directors, 
foremen, and other members of manage- 
ment who have a hand in industrial 
safety and security. 

Circle No. 405 on reader service card 


The latest catalog from National 
Trophy Sales, Inc., pictures an assort- 
ment of trophies, plaques, medals. In it 
you are sure to find many items well 
suited to a safety incentives award pro- 
gram. 


Circle No. 406 on reader service card 


SKIN CLEANING 
& PROTECTION 


A pamphlet from Dameron Enter- 
prises, Inc., tells all about Vi-Lan, the in- 
dustrial skin cleanser that’s safe for both 
hands and face. For the convenience of 
your employees, it’s available with several 
models of wail and portable dispensers or 
a self-service unit including towel 
brackets and waste bin. 

Circle No, 407 on reader service card 
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Packwood Manufacturing Co. liter- 
ature reports Pax-Lano-Sav, a heavy- 
duty granulated skin cleanser, is 99.6 per- 
cent effective in removing radiological 
contamination from the skin. The claim is 
based on the results of extensive labor- 
atory testing by a famous university. 

Circle No. 408 on reader service card 


Grease, grime, and soil don’t have a 
chance against the Gojer, Inc., cream 
hand cleanser, a company bulletin tells us. 
The cleanser also has a skin-conditioning 
action which guards hands against drying, 
chapping, or cracking. The conditioner 
replaces natural skin oils often removed 
by industrial chemicals. 

Circle No, 409 on reader service card 


Literature and samples are offered by 
Hygiene Research, Inc. Its barrier creams 
provide skin protection against organic 
solvents, vapors, and oils. 

Circle No. 410 on reader service card 


A bulletin from the Chemical Corp. 
describes three products to keep your 
workers’ hands clean on the job, prevent 
harmful irritations. The products are: 
Phlo waterless cleaner, Philo neutral pro- 
tector, and Practi-Kreme skin protector 
and cleaner. They protect against derma- 
titis, bacteria, chemicals. 

Circle No, 411 on reader service card 


“The control of dermatitis in industry” 
lis the subject of a 24-page, 3-color book- 
fet published by West Chemical Prod- 
ucts, Inc. Comprehensive text with ac- 
companying photos and graphs points out 
measures to prevent skin disease. 

Circle No. 412 on reader service card 


SBS-60, a cream deodorant soap made 
especially for industrial use, is safe on 
hands, face, or body. Case histories indi- 
cate employee acceptance has been high. 
Plant managements like its economy. Get 
a bulletin about it from Sugar Beet 
Products Co, 


Circle No. 413 on reader service card 


Peck’s Products Co. (Pepco) powdered 
hand cleaners produce a wash cloth 
action which gently removes imbedded 
soil. The scrubbers will not irritate the 
skin. Included in literature available is 
mention of a group of antiseptic pow- 
dered hand soaps. 

Circle No, 414 on reader service card 


Product information from Ayerst Lab- 
oratories vividly describes how Kerodex 
protective barrier cream serves to cut 
skin hazards from acids, paints, and 
caustic agents. The bulletin contains a 
rundown on product ingredients. 

Circle No. 415 on reader service card 


MISCELLANEOUS 


Unbreakable, corrosion-resistant, plastic 
laboratory ware is featured in a 24-page 
catalog by the Nalge Co. Many poly- 
ethylene and polypropylene items are now 
available. Important to note is the reduced 
catalog price on plastic bottles and car- 
boys. 


Circle No, 416 on reader service card 


A new booklet, “Beam’s Plan,” tells 
how auto safety belts save lives, prevent 
injuries, save money. Beam’s, an auto 
seat belt manufacturer, offers free pro- 
motional materials to aid you in putting 
over an auto seat belt program. 

Circle No. 417 on reader service card 


Rubber boots by B. F. Goodrich In- 
dustrial Footwear won't slip when floors 
are slick. XtraTuf neoprene footwear 
comes in regular and ankle-fit boots, in- 
dustrial work shoes with plain or steel 
safety toes, and slipover styles. Full in- 
formation and a catalog are easily ob- 
tained. 


Circle No, 418 on reader service card 


Bulletin sheets from X-Ray Monitor- 
ing Corp. tell of a method of providing 
greater safety in radiographic operations. 
Film badge monitoring assures a written 
report within 24 hours, cumulative dos- 
age reports, and telephone notice in 
case of overexposure. 

Circle No, 419 on reader service card 


Material from General Bandages, Inc., 
tells of a special tape, Guard-Tex, de- 
signed to provide hand and wrist pro- 
tection in handling sheet metal and glass 
and in grinding operations. The literature 
indicates Guard-Tex is disposable and 
oil-resistant. 

Circle No, 420 on reader service card 


Here’s a 24-page handbook that ex- 
plains how safety gratings and safety 
stair treads can cut accidents in your 
plant. Published by Bustin Steel Prod- 
ucts, Inc., it lists all the firm’s industrial 
gratings. Bustin says it has the facilities 
to design and fabricate these gratings 
into any unit you need — from simple 
stairway to intricate aircraft carrier deck. 

Circle No. 421 on reader service card 


Air Reduction Co.’s 55-page catalog 
lists gas and arc welding equipment, 
ranging from goggles to welding hel- 
mets. Results of Airco’s research for 
improved welding supplies and acces- 
sories get much attention. 

Circle No. 422 on reader service card 





KNOW YOUR 
SYMBOLS 


a XL Bus Duct by BullDog 


This symbol stands 
for bus duct 


Assures maximum plug-in safety— 


tnd cuts costly power loss! 


for QUALITY 


XL BUStribution® Duct by BullDog puts plants ahead 
in both protection and power distribution efficiency . . . 
a fact proved daily in hundreds of today’s most modern 
industrial facilities. 

Safest to plug in! XL Duct and Plugs are designed to 
work the safe way only! Plug hooks easily onto duct, 
freeing the worker’s hands to complete electrical plug- 
in. Foolproof dead-front safety is assured by Butyl 
insulation that encloses the entire length of each alumi- 
num bus bar. Plug-in doors can’t close on live contacts. 
And plugs can’t be inserted or removed when in the 





“ON” position. Result—maximum protection for people, 
property and production! 

Cuts power loss! XL Duct delivers power more 
efficiently than any other duct for two reasons: (1) low 
heat loss; (2) proximity of bus bars that minimizes 
voltage drop, cuts current loss down to as little as half 
that of other duct systems. 

XL Duct is also four ways easier to install. For 
detailed information about XL Duct or BullDog BD 
plug-in duct, LO-X® plug-in duct and LO-X feeder 
duct, call the nearby field representative or write: 


BullDog Electric Products Division, 1-T-E Circuit Breaker Company, Box 177, Detroit 32, Mich. In Canada: 80 Clayson Rd., Toronto, Ont. Export Division: 13 East 40th St., New York 16, N.Y; 


BULLDOG ELECTRIC PRODUCTS DIVISION 


(if) -T-E CIRCUIT BREAKER COMPANY 


Circle No. 2 on reader service card 





GETTING YOUR SHARE? 


... of the valuable 
technical information 
you can get FREE? 


ABISDy S 


Every issue of OCCUPATIONAL HAZARDS offers a gold mine of industrial 
safety, health and fire prevention information. Product facts, catalogs, data 
books, manuals: the latest facts for your plant safety and purchasing files 
are yours for the asking. The easy way to ask is to use one of the Reader 
Service Cards bound into this issue. 
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